THI WEATHER 


Fair In north portion. Cloudiness 


tonight, low 65. Thursday, cloudi- 
ness and warmer. High 85, low M. 
Bunrlae, 8:53; sunset, 8:51. 
WARREN TIMES-MIRROR 


TAo Only fope/ lit Many Horn** — Tin On* Papor to M«rf Horn* 


•OOD EVENING 


The days are getting shorter but 


for hundred* of kiddles In and 
around 
Warren Thursday 
will 


without doubt be the longest et 
the year! 


DLUME F I F T Y - T W O 
The) Associated Pratt 
W A R R E N , P A . , W E D N E S D A Y , J U L Y 
1 6 , 
1 9 5 2 . 
NEA and AP Feature* 
P R I C E F I V E C E N T S 


Jnion Faces Decision on Future Course in Strike 


AGE POLICY 
ROUP CALLS 
CONFERENCE 


By JOHN MOODY 


ittsburgh (f)—The 
170-mem- 


Wage-Policy Committee of the 
)-United Steelworkers meets in 
tsburgh Monday to decide the 
on's future course in the 45- 
'-old stalemated strike that has 
id 1% million American wage 
ners. 
JSW President Philip Murray 
led the Policy Committee meet- 


after a brief negotiating ses- 
i with the industry ended in a 
idlock yesterday. 
Hurray and Joseph M. Larkin, 
e president of Bethlehem Steel 
rp., Issued a joint statement 
ring both sides agree they can 
d no common meeting ground 
the controversial union shop 


ue. There was no 
indication 


en another meeting would be 
d. 
Some observers said the next 
ive in the crippling strike 
is 


ely to come from the White 
us*. Presidential Assistant John 
Steelman spent a long time on 
i' telephone talking to both un- 


and industry to set up yester- 


f'B session. 
It the conclusion of the meet- 
•, Murray and Larkin were told 
stand by for further word from 
i White House—but It didn't 
ne immediately. 
fhe industry said the roadblock 
a settlement "continues to be 
ion insistence upon compulsory 
lonism." 
Che union originally demanded 
union shop, making it compul- 
•y for all employes to join the 
i°»-.,-...—T .: -, , . 
~~- 
-,".. 
Sowever, contracts have been 
ned with several smaller com- 
ile§ callnlg for a modified union 
>p. This permits new employes 
withdraw from the union be- 
een the 20th and 30th day of 
ployment. 
Murray blamed the breakdown 
negotiations on the industry. In 
statement that 
disclosed the 


ige-Poliey Committee meeting, 
said: 
The strike was forced upon the 
Ion by the industry. It contin- 
i because an unholy 
alliance 


thin the industry remains unwil- 
g to permit a fair settlement of 
» various Issues in dispute. 
'On the basis of the facts, the 
ige-Policy Committee will de- 
le the union's future course of 
lion." 


Excitement Mounts As Big Circus Day Approaches 


DEMOCRATIC CONVENTION TO 


farren Co. Shrine 
lub to Take Part 
i Annual Ceremony 


With the Zem Zem ceremonial 
be held in Oil City on Satur- 
f, every county in the jurisdic- 
n is to have a marching unit in 
i parade and Don Mowell, pres- 
nt of the Warren County Shrine 
b, has urged that the Warren 
b turn out in force with the 
it marching unit .in the parade. 
[Tie parade will form at 1:45 
m. Saturday on Reed'street with 
• right resting on West Second 
eet. Mr. Mowell said today that 
reports indicate a large dele- 
tion from Warren will attend. 


reminds the local Shriners to 


ar their fezzes and carry their 
rry Shawkey canes. The War- 
i club will be in the fourth di- 
ion. 
Van-en county has a number of 
\didates 
for 
the 
ceremonial 


ss which is in honor of Poten- 
e Hugh Frampton of Oil City, 
e event, usually held in Erie, 
:ea place in Oil City this year 
:ause of Potentate Frampton's 
idence there. 


ENEVA TREATY IS 


ACCEPTED BY REDS 


Tokyo (JP)—Red China condl- 
nally recognized 
trie Geneva 


nventions banning germ war- 
« and setting rules for treat- 
nt of war prisoners today. 
Jnited Nations officials here and 
Korea would make no official 
nment on the Red announce- 
nts, made in separate broad- 
ts by Peiping radio. 


YCEES' MEETING 


AT YMCA TONIGHT 


"he regular business meeting of 
Warren Junior Chamber of 
nmerce will be at 8 o'clock to- 
ht at the YMCA. 
i 


Tin Jaycees' program of actlvl- 


> for jhe next yea* will be out 


Editorial 


BE CAREFUL ON CIRCUS DAY 


When Saturday morning's sun comes up over the 


Warren county hills, let's be able to settle back 
among our pillows with the reassuring thought that 
"All's well!" and that Warren came through its big 
circus day without a casualty of any kind. 


Although, every imaginary precaution will be 


taken by Borough Police to protect pedestrians and 
motorists, .it will be the individual responsibility 
of each and every person-to protect himself. Cau- 
tion must be exercised by young and old, extreme 
caution. Many strangers will be on our streets, vis- 
itors from- other towns who will come here, to see "The 
Greatest Show on Earth." Their presence will add 
to the element of danger, which will be great enough 
already. 


If you see some elderly person or some child pois- 


ed uncertainly on the curb, spare a moment and help 
him or her across the street, and do it carefully. 


Members of the Junior Chamber of Commerce, 


who will sponsor the circus in Warren, will open 
]|trge parking areas in the West End early in the 
day. They hope this will take many cars off the 
streets. 


Mounted police from Chautauqua county have 


been asked by Police Chief Mike Evan to help him 
and his officers in keeping traffic on the move and 
in protecting pedestrians. 


Let's keep Warren's record clean. Let's all be 


happy on Saturday morning, knowing we've seen a 
marvelous show and that no home is grief-stricken 
because, the show came to Warren. 


Heavy Loss as Fire"Destroys 
Alliance Furniture Plant In 
Jamestown Early This Morning 


TV to Sound Death 
Knell for Political 
Conventions-Fine 


Harrisburg (IP)—Gov. John S. 


Jamestown, N. T.—(JP) —The 


four-story manufacturing plant of 
the Alliance Furniture Co. and a 
smaller buildnig occupied by a 
trucking firm were destroyed to- 
day in a raging fire that may have 
caused damage of close to half 
a million dillars. 


The brick and frame 
alliance 


building collapsed into smoking 


Fine said today television will end rubble after flames had roared 100 
the convention system of nomi- 
nating presidential candidates un- 
less procedures are changed. 


The governor told .a news con- 


ference that candidates should 
either be elected in a direct na- 
tional primary or by binding con- 
vention delegates to the candidate 
receiving the highest vote in their 
state. 


"The convention system must 


be overhauled, become more or- 
derly and more responsive to the 
will of the people, or go the way 
of the dinosaurs," Fine told re- 
porters. 


The governor, a big figure in 


putting over the nomination of 
Gen. 
Dwight D. Eisenhower for 


president at the Republican Na- 
tional Convention at Chicago last 
week, also told newsmen: 


(1) "Full and .complete unity 


will be restored" to the Republi- 
can Party when the Eisenhower- 
Nixon ticket goes before the 
voters next November 4. 


(2) He made up his mind about 


supporting Eisenhower on June 28, 
more than a week before the con- 
vention opened. 


(3) The delay in announcing 


his preference was due to an 
agreement with Arthur Sommer- 
field, Michigan GOP leader and 
now chairman of the Republican 
National Committee, to disclose 
their respective stands at a time 
when it would do the Eisenhower 
candidacy the most good. 


(4) He had no criticism of G. 


Mason Owlett, Republican national 
committeeman 
for 
failing 
to 


switch from Sen. Robert A. Taft 
to Elsenhower when the first bal- 
lot originally showed Eisenhower 
near the total vote for nomina- 
tion. 


DEMOCRATIC POLICY 


DEFENDED BY BIDDLE 


Chicago (JP)—Democratic plat- 


form drafters heard a defense to- 
day of their party's foreign poli- 
cies from World War I to Korea. 


Francis Biddle, chairman of the 


Americans For Democratic Action, 
delayed .for the time being a 
promised civil rights fight and 
took up the cudgels instead to re- 
ply to Republican criticisms of the 
Yalta Big Three conference and 
the Truman administration's Far 


feet in the air fed by exploding 
barrels of solvents, paint and var- 
nish. 


The first alarm was sounded at 


3:49 a. m. EJST. By the time the 
fire was out two hours later, only 
a corner of a brick office section 
was left standing at the appliance 
plant. 


There were no official estimates 


of damage, but the plant and the 
furniture within 
was 
reported 


worth about a half million dollars. 


The flames leaped across 
the 


street and quickly burned to the 
ground the two-story frame struc- 
ture of the Creston Transfer Com- 
pany, a truck terminal. 


BIG PLANTS FIRED 


BY CARRIER PLANES 


Seoul, Korea 
(.3*)—American 


carrier planes fired power plants 
at Changjin Reservoir in North- 
east Korea yesterday. The battle- 
ship Iowa blasted Red rail yar-ls 
and coastal guns with one ton pro- 
jectiles. 


On the ground, U. N. infantry- 


men fought off a tank supported 
night attack against a key hill 
position on the central front. 


Allied troops wrested the hill 


from the Reds last month. Five 
Red tanks shelled the hill for four 
hours last night. 
Then for two 


hours Communist troops battled 
unsuccessfully -u» reach its heights. 


Elsewhere on the front, there 


was only sporadic patrol skirm- 
ishes. 


QUICKIES 
By Ken Reynolds 


PROVIDE GREATEST BATTLE 
PARTY HAS SEEN IN 20 YEARS 


Break in Deadlock 
Over Prisoners Is 
Indicated by Reds 


Munsan, Korea (IP)—The Com- 


munists today obtained a two-day i 
extension of a recess In secret 
armistice talks shortly after the 
Peiping Red radio broadcast an 
announcement that could lead to 
a break in the deadlock over pris- 
oners. 


The broadcast said Foreign Min- 


ister Chou Bn-lai announced Com- 
munist China adhered—with cer- 
tain reservations—to the Geneva 
convention of Aug. 12, 1949, deal- 
ing with war prisoners. 


The broadcast seemed to sug- 


gest that the Communists might 
agree to transfer of Red war pris- 
oners who refuse to go home to a 
mutually agreeable third protec- 
tive power or a* substitute organ- 
zation such as the all-Swiss Inter- 
national Committee of the 
Red 


Cross. 


More than half of the 170,000 


Red prisoners in United Nations 
stockades have declared themselv- 
es unwilling to return to North* 
Korea and Red China. The U. N. 
says.it will,not force them back-, 
The Communists demand'their re- 
turn. 


GOOD GIRL WALKS 


BUT IS FINED $100 


San Francisco (JP)—A 20-year- 


old girl went to jail because she 
chose the wrong spot to exercise 
a woman's prerogative of walking 
home. 


Fat Phillips, a waitress, said 


she left the car of a man she met 
in a tavern when he made of- 
fensive advances yesterday. 


Unfortunately for Pat, the car 


in the midrlle of the San Fran- 
cisco-Oakland Bay Bridge—where 
pedestrians are strictly prohibited. 


Municipal Judge John B. Moli- 


nari set bail at $100 on a misde- 
meanor charge of trespassing on 
state property. Pat couldn't raise 
it 


AVERY BRUNDAGE IS 


BULLETIN 


Chicago 
(Jf) 
— The ott- 


repeated assertions of Illinois 
Gov. Atllai Stevenson that he 
does not want the Democratic 
presidential nomination found 
an audience today in Chicago. 


Frank 
McKlnner, 
Demo- 


cratic national chairman, said 
he believes Stevenson's posi- 
tion precludes his being draft- 
ed as a candidate by the con- 
vention opening in Chicago 
next Monday. 


By KELMAN MORIN 


Chicago (JP)—The two leading 


contenders for 
the 
Democratic 


presidential nomination—according 
to current estimates—were head- 
ing for Chicago today, plunging 
into a free-swinging battle royal 
unlike anything the party has seen 
in 20 years. 


Sen. Estes Kefauver of Tennes- 


see and Sen. Richard 
Brevard 


Russell of Georgia were both due 
on the scene of the convention. 


Spokesmen for two of the sup- 


posed "probables," President Tru- 
man and Adlai Stevenson, gover- 
nor of Illinois, issued statements 
yesterday that should remove both 
from the list. 


Regarding the President — Na- 


-ttonal Committee Chairman Frank 
McKLnney said' he had a two-hour 
'conference in the White House last 
Sunday, and that Truman 
told 


him: "I meant what I said about 
not running. . . . I've served my 
time." Moreover, McKinney con- 
tinued, he would consider it his 
duty to discourage any attempts, 
from the convention floor, to start 
a draft movement aimed at the 
President. 


Regarding Stevenson—his first 


and biggest booster, Jacob M. Ar- 
vey, Ulinois national committee- 
man, 
said "The governor has tied 


my hands. As a matter of practi- 
cal politics it is almost impossible 
to nominate a man under these 
circumstances. I doubt that it will 
be done now." 


But if these 
two 
statements 


dashed the hopes of many Demo- 
crats by eliminating two wished- 
for candidates, the party still had 
a wide choice left. 


It includes W. Averell Harrlman 


of New York, Sen. Robert S. Kerr 
of Oklahoma and Vice President 
Alben Barkley. 


NEW OLYMPIC HEAD 
K*ir was m Chicago, briefly, 


Helsinki (JP)—Avery Brundage 


of Chicago was elected president 
of the International Olympic Com- 
mittee today. 


Brundage succeeds J. Sigfrid 


Edstrom of Sweden who is retir- 
ing. 


then he flew to Washington to see 
the President. 


Harriman's campaign manager, 


Rep. Franklin D. Roosevelt Jr., of 
New York, reached Chicago last 
night. Roosevelt said he was "very 
confident" that Harriman would 
eventually win the nomination. 


Warren Public Library Board 
Re-elects Cowden President 


Even Throw-Awoys' 


Will Be Eliminated 


Brussels (JP)—A young Bel- 


gian biochemist claims he has 
found a way to reduce any 
beer to tablet form. 


The beer tablets, Robert 


Mouton says, 
can be turned 


back into a true foaming brew 
simply by adding water, alco- 
hol and carbon dioxide. 


" . . . might as well give up— 


and sell your scale* with a Ittmes- 
Uirror Wsjft 


EISENHOWER PLANS 2 


IMPORTANT SPEECHES 


By MARVIN I*. ARROWSMITH 


Denver (JP)—Gen. 
Dwight D. 


Eisenhower reportedly is think- 
ing about cutting loose with two 
or more 
major 
speeches next 


month in advance of the official 
start of the Republican presiden- 
tial campaign after Labor Day. 


Eisenhower, the GOP nominee 


for the White House, probably will 
make no final decision until 
he 


returns next week from a trout 
fishing vacation high' in the Rocky 
Mountains. He plans to leave to- 
morrow for St. Louis Creek near 
an old friend's ranch at Fraser, 
Colo., about 70 miles west of Den- 
ver. 


The friend and ranch owner, in- 


surance man Aksel Nielsen, will 
be Eisenhower's only companion. 
They intend to do their own cook- 
ing—an art at which Mrs. Eisen- 
hower says the. general outshines 


In the monthly meeting of the 


Warren 
Public Library 
board, 


which followed the annual business 
session of the Library Association, 
Wallace Cowden was 
reelected 


president; R. Pierson Eaton was 
named vice president, and Mrs. 
Paul Coe, secretary. 


Standing 
committee 
appoint- 


ments for the year included the 
following: Finance, Elmer Lun- 
dahl, chairman; Charles Frantz 
and Harold Putnam. 
Buildings 


and grounds, R. W. Steber, chair- 
man; George Walker and Brackett 
Ayers. 
Executive, R. P. Eaton, 


John Wendell and Mrs. C. W. 
Beckley. 


As in former years, members 


agreed to have no meeting during 
the month of August, the next 
monthly sesslor to take place in 
September. 


During the annual meeting of 


the association, 
directors were 


yelected as follows: Charles Frantz 
and Wallace Cowden, representing 
the board of education; Brackett 
Ayers and R, W. Steber, for bor- 
ough council; R. P. Eaton, Hprold 
Putnam, 
Elmer 


Paul Coe, Mrs. 


Lundahl, Mr* 
C. W. Beckley, 


with John Wendell and George 
Walker named to fill board vacan- 
cies. 


Routine reports presented in- 


cluded the financial statement, 
itemized Memorial account, circu- 
lation figures, activities of the cat- 
aloging department, and the an- 
nual resume by Jeanne B. Lopez, 
librarian. 


jTura t* Pago Nine). 


NEW YORK—(AP)—Both suspect and motive eluded police today 
in their search for the gunman who killed en 18-year-old secretary 
in her office at Columbia University Monday. 
Detectives said 


they were stymied in the shooting of Eileen Fahey, right above, 
while she sat at her desk reading a letter from her fiance, Ronald 
Leo, 20, left, now a Marine Pfc. in Korean service. Meanwhile, at- 
tendants at a funeral chapel said the funeral for the girl would 
be delayed until Saturday to allow time for Leo to fly to New York 
from Korea. But in Korea, a First Marine Division spokesman said 
Leo does not want a leave to attend the funeral. Leo's mother had 
asked that he be sent home on emergency leave for the burial 
service. 
Little Relief Promised With 
Higher Temperature Forecast 
To Bake State Later in Week 


By The AiBoclftted Pre»« 


A cold mass of air headed to- 


wards 
Pennsylvania 
from 
the 


Rockies is moving slower than ex- 
pected and the outlook for a 
break in the four-day heat wave 
was bleak today. 


The weather man forecast "a 


trifling letup"—but no more—with 
highs of 86-90 in the eastern part 
of the state and 78-84 in the west- 
ern portion. 


Some cloudiness with generally 


fair weather is predicted for all 
sections of the Keystone State. 
Jtn extended four-day forecast is- 
sued yesterday by the U. S. 
Weather Bureau promises average 
temperatures of four to 10 degrees 
above normal with a rising tem- 
perature trend the last half of 
the week. 


Yesterday was the fourth con- 


secutive day of above 90 tempera- 
ture marks in many Pennsylvania 
cities. 
The eastern half of the 


state was hit particularly hard. 
Philadelphia had a high of 93, just 
two degrees short of the record 
for July 15, set in 1898. 
Harris- 


burg had the same high reading 
while Wilkes-Barre's hottest was 
one degree lower. Pittsburgh had 
a high of 86. 


Scattered showers over restrict- 


ed sections during last 
night 


brought some relief. 
A thunder 


and lightning storm in the Pitts- 
burgh area caused some damage 
and shut off lights in the bor- 
ough of Wyoming for some time. 


There also were some scattered 


showers in western Pennsylvania 
during the night. 


1,000 
AFFECTED BY 


ZINC OXIDE FIRE 


Philadelphia (JP)—A zinc 
ox- 


ide fire in a northeast Philadel- 
phia smelting plant today spread 
nauseating fumes 
over a mile- 


wide area forcing nearly 1,000 
people to leave their homes. 


Forty-nine persons who live in 


a row of houses across from the 
plant in the Port Richmond sec- 
tion were made violently ill by the 
fumes. Physicians 
at 
Northeast 


Hospital who treated some of them 
said they had the symptoms of poi- 
soning by sulphuric acid fumes. 


•BISHO? OF BIG TOP* 


DIES IN COLUMBUS 


Columbus, O. (JP)— "Doc" 
Wad- 


dell, 89, known to circus people 
throughout the world as "Bishop 
of the Big Top," died last night 
in Alumcrest Hospital here. 


He had been retired for a num- 


ber of years. 


He was a circus minister with 


most of the big shows over many 
years. 
His rea| name was Wil- 


Uan Shackleford Andre*. 


Local Employment 
Shows an Increase 
For Month of June 


Employment In Warren county 


increased more than 1*4 per cent 
during June, according to David 
W. Levine, manager of the local 
Pennsylvania Employment Service 
office. The data contained in the 
report released today by the em- 
ployment official was based on 
statistics supplied by 49 major 
area firms employing 7,328 per- 
sona. The increment occurred in 
the retail and wholesale trades 
category, with other divisions In- 
dicating little or no net change. 
There were both hires and lay- 
offs in manufacturing, and at the 
end of the month there were 45 
fewer women on Industrial pay- 
rolls although the total remained 
virtually unchanged. 


Mr. Levine stated that 500 


workers are involved in a work 
stoppage; however, these people 
are classified as being employed 
for the purposes of this survey. 


There were 281 claims for Un- 


employment 
Compensation filed 


during the last week in June; the 
corresponding figure for a month 
ago was 113. 
plained 
that 


Mr. Levine 


the increase 


ex- 


In 


claims in the face of higher em- 
ployment totals was attributable 
to the fact that temporary lay- 
offs augmented the claims volume, 
while many of the new hires, par- 
ticularly in retail and wholesale 
trade, were recruited from the 
ranks of recent graduates or sum- 
mer workers. 


Although no important changes 


in labor .market conditions are 
predicted by employers, the im- 
pact of the work stoppage in steel 
is certain to affect employment ad- 
versely during the next 30 days. 


TO DECIDE WINNERS 


IN CIRCUS CONTEST 


The Jaycees Circus Wagon Con- 


test deadline for all entries to be 
turned in is 7 o'clock this evening. 
Wagons can be brought to the 
Norris Optical Co. on Pennsyl- 
vania avenue, west, up until this 
time, when judges will start mak- 
ing their selections. 


Everyone entering a wagon will 


receive a souvenir book on the cir- 
cus and the top three winners, in 
addition to their prizes, wiP. get a 
tour around the circus grounds 
and have a chance to mee1 some 
of the performers. 


Doing the selecting tonight will 


be Ken Qrinell, Herman Fettlt, 
Myron Munson, Bruce Jones and 
Jim Deigan, chairman of the con- 
test 


AIRPORT LAID 
OUT TODAY BY 
ADVANCE MAN 


With the arrival in Warren to- 


day of L. D. "Doc" Hall, veteran 
twenty-four hour man for the 
great Ringllng Brothers and Bar- 
num & Bailey circus, final plans. 
for the arrival and set-up of the 
mammoth show went forward with 
a bang. The three circus trains, 
eighty cars in all, will start arriv- 
ing in Warren on the Pennsylvania 
railroad shortly before 4 a. m. 
Friday, from Olean. The matinee 
will be at 2-15 p. m., the evening 
performance at 8:35. 


Mr. Hall had been in town only 


a short time before he began ar- 
ranging all details for laving out 
the Warren Airport for the big 
top, and had made several visits 
there today. He also conferred 
with Borough Manager L. M. Mc- 
Connell, Police Chief Mike Evan, 
and Alan J. Blair, chairman of the 
Junior Chamber of Commerce cir- 
cus committee. He met with Wil- 


SHEFFIELD PATROL! 
Sheffield School Patrols of 


the Lincoln and Washington 
schools are to meet at their 
respective schools at 12:30 
p. m. Friday to attend the 
circus as guests of the War- 
ren County Motor club. 


Ham R. Walker, - general manager 
and vice president of the Walker 
Creamery Products Company, and. 
placed large orders for supplies to- 
care for the 1,200 -persons who. 
make up the show's personnel. He 
also conferred with Dean Anderson 
of the Anderson Baking Company, 
which firm will provide bread and 
rolls for the circus. Whatever else 
is needed by the circus will be 
purchased from local dealers. 


There was an upsurge in ticket 


sales yesterday at the booth in 
Klnnear's store, 225 Liberty street, 
and Kenneth Gwinnell, the cir- 
cus representative in charge, said 
this afternoon that he was glad to 
receive from Mr. Hall another lim- 
ited consignment of the higher 
priced seats. Seats are still avail- 
able but are likely to be gone 
long before the matinee ••opens on 
Friday. Mr. Gwinnell will be at 
the booth until 5 p. m. today, from 
9 until 5 on Thursday, and until 
5 on Friday. Matinee tickets will 


(Turn fo Page Nine) 


President In Army 
Hospital Following 
A Virus Infection 


Washington (£•)—P re s I d en t 


Truman entered the Army's Wal- 
ter Reed Hospital today for a 
checkup. 


The president was stricken with 


a mild virus infection on Sunday. 
It had been described by his aides 
as not serious, but all his ap- 
pointments had been cancelled this 
week. 


Press Secretary Joseph Short 


told reporters the president may 
remain at the hospital for "two 
or three days." 


The virus infection, Short said, 


has been pretty much cleared up. 
He said Truman's fever "has about 
gone." 


The president left the Whits 


House at 6:40 a. m. (EST) and 
entered the hospital 20 minutes 
later. 
He was accompanied by 


Maj. 
Gen. Wallace H. Graham, 


presidential physician. 


Woke' to Replace 


Magazine 'Amerika' 


Washington 
(JP)—The 
Stats 


Department said today the Voice 
of America will be made a lot 
louder now that Russians may no 
longer learn about life in the U. 
S. A. from the magazine Amerika, 
which has been suspended. 


The department said its radio 


programs beamed behind the Iron 
Curtain will be intensified by use 
of new transmitters and the ad- 
dition of new languages and new 
features. 


It believes this will offset th« 


loss of the 7-year-old Amerika, the 
lavishly printed magazine which 
told Russians in their own lan- 
guage about the U. S. It was sus- 
pended by the State Department 
yesterday after years of squab- 
bling with Moscow over iti 
trlbutton, 
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Tht Woman'» Sftftp 
ENTIRE STOCK OF 


REDUCED AGAIN! 


VALUES TO $35. 


COTTONS — NYLONS — SHEERS 
CREPES—PRINTS—PURE SILKS 


R± 


t _ 
: 


All Included in Stein's Dress Clearance 


Junior... Missy... Half Sizes in the Latest Styles at 


the Season's Lowest Prices. 
STEIN'S 


Times Topics 


BARBER SHOP HOURS 


Warren barber shops will be 


open until 8 p. m. Thursday but 
will close at -6 p. m. Friday be- 
cause of the Ringling Brothers 
and Barnum and Bailey circus. 


WINDOW BROKEN 


Police talked to a group of 


youngsters last evening, who, in 
their play, broke a window in an 
east side residence. The parents 
agreed to pay for a. nev window. 


CUTS ONT ARM 


Paul E. Anderson, Jr., 12, son of 


Mr. and Mrs. Paul E. Anderson, 
Sr., Pleasant township, was treat- 
ed this morning at Warren Gen- 
eral Hospital emergency room for 
lacerations of the left forearm re- 
quiring six sutures. 
The young- 


ster was cut when he fell on a tin 
can full of worms while fishing. 


UNDERGOES SURGERY 


Miss Joanne Gnagey, daughter 


of Mr. and Mrs. J. E. Gnagey, 125 
Conewango avenue, is in Women's 
Presbyterian Hospital, Pittsburgh, 
where she underwent facial sur- 
gery on Monday. 
Her many 


friends will be pleased to know- 
that her condition is considered as 
satisfactory. 


DOG BITES GIRL 


City police were called last eve- 


ning when it was reported that a 
dog owned by a Warren man had 
bitten Marilyn Mallory, 6, daugh- 
ter of Mr. and Mrs. Mahlon G. 
Mallory, of Altoona. The young- 
ster was taken to the office of a 
local physician for treatment and 
the dog ordered tied up for a 10- 
day period. The owner of the ani- 
mal paid for the physician's treat- 
ment 


SOMEONE'S UNHAPPY 


Kenneth 
Gwinnell, 
Ringlmg 


Brothers and Barnum and Bailey 
circus representative who is in 
charge of the ticket booth in 
Kinnear's store, reported 
today 


that he is holding a circus ticket 
which was found in Gray's auto 
store. The ticitet is for the night 
performance and as it is taken for 
granted the owner knows its ap- 
proximate seat assignment, Mr 
Gwinnell will return it upon re- 
asonable Identification being pro- 
vided. 


HIGHHOUSE ON JOB 


Eddie and Sis' Higghouse, who 


so successfully handled the soft 
drink concession at War Memorial 
Field on July 4, will be serving 
from a tent near the Warren Air- 
port on Friday under a working 
arrangement with the Jaycees, 
who are. bringing the Ringling 
Brothers and Bamum and Bailey 
circus to Warren on that day. Mr. 
and Mrs. Highhouse also will be 
in charge of the concession for the 
Kiwanis club at War Memorial 
Field next week, Thursdaj*. July 
24, for the professional wrestling- 
exhibition. 


Unusual Program 
To Be Presented At 
Grand Valley Hall 


Residents 
of Warren 
county 


have in store for them some excel- 
lent entertainment on 
Monday, 


July 21st at 8 p, m. at the I. O. 
O. F. Hall, Grand Valley, when Mr. 
and Mrs. Leonard \Venz of Denver, 
Colo., bring to this area for the 
first time in two years their note- 
worthy assemblage of kodachrome 
movies and slides 


They have travelled extensively 


throughout the United States and 1 
Canada in their quest foi unusual' 
and unique pictures and Mr \% enz 
will show colored mcn,es of such 
interesting places as the Grand 


Canyon, 
Yellowstone National 


Park,, Los Angeles and San Fran- 
cisco, Calif, and other points of 
interest along the West Coast. He 
also has some interesting scenes 
taken in British Columbia. Mrs 
Wenz will show slides. They also 
have some colorful pictures of the 
Hoover, Grand Coulee and Bonne- 
ville Dams. Ethel and Leonard 
Wenz are well known in Warren 
county and have recently complet- 
ed a tour of the New England 
states and this, coupled with their 
western tour made in 1951, marks 
their complete coverage of all 43 
states. 


They have received interesting 


write-ups ' in many leading news- 
papers and magazines in this coun- 
try, and those fortunate enough to 
see their pictures have been en- 
thused and 
spellbound 
with the 


unique 
scenes 
unfolded 
before 


their eyes. 


Dr. Wenz has been a photogra- 


pher for many years and is able 
to capture human interest and real- 
ism on film and present those 
films in a most interesting and 
entertaining manner. 


The public is cordially invited to 


attend the showing of these pic- 
tures and a "free will offering will 
be taken for the benefit of the 
building fund program 
of 
the 


Grand Valley E U B. church, of 
which Rev. David Ostrander is 
pastor. 


BUY OR 3ELL, twice as well, 


with "Want-Ads." 


STOPS THAT 


VETERANS CLUB 


Favorite Television Nightly 


Wednesday Night — FIGHTS 


Friday & Saturday Nights—VAN at the ORGAN 


Saturday Night — PEANUT NIGHT 


FISH 
• 
FRENCH FRIES 


Members and Guests Only 


Rtgulir Monthly Meeting of VFW P0«t No. 631 —I,t «n.j jrj 


Thuridayt of each month. 


A LARGE ATTENDANCE IS URGED. 
SUPPORT YOUR POST 


CViMifJnnBrmKiejn;!1 


BEVEVINO 


Complete Line of 


Household Appliances 


I Now. speed healing of skin misery amaz. 


inzly fust. Lafco-atory tests prove SAN- 
CURA destrovs surface skin (terms in one 
hour contact. Leaves skin smooth and clear. 
Don't KO on suffering a minut* longer. Ask 
•our drurant for PAN-CURA ointment 
TODAY. Praised hy thousands. Money back 
if not amazed by fast results. 


. 
r£^_ «o oet T* A MOVIII j^&Jt 
STATE THEATRE 


YOUNGSVILLE. PA. 


Tues. • Wed. - Thurs. 


CLARK GABLE 
AVA GARDNER 


iiLONE STAR" 


One show each evening at 7:45 


Group Leaves For 
Camp Allegheny 


A group of ten young people 


and two adults associated with'the 
Salvation Army work in this city 
left this morning' about 7"30 o'- 
clock for Camp Allegheny, Bllwood 
City, where all tout one of them 
will spend the next two weeks 
This is a project that is sponsored 


1 annually by the Warren Kiwams 
' Club. 


Included 
in the 
party were 


Major Charles Schaffer and Capt 
Ralph Miller, who drove the heav- 
ily-laden cars, Dorothy Fellows, 
Bonnie Matha, Mary Ann Woodley, 
Dona Osborne, Keonette Lauffen- 
berger, Janet Richard, Terry R.eist, 
David Peterson, Tommy Peterson 
and Avonelle Burke. Captain Mill- 
er planned to return today. 


They will be joined at the camp 
| by about 300 other young- people 
and adults 
from 
the Western 


Pennsylvania 
Division 
of 
the 


Army. 


burgh-Buffalo freight run became 
disabled at Hemlock when it was 
found that a petcock had become 
open, and the engine had lost al- 
most all the water from its cooling 
system. 


A member of the Pleasant town- 


ship department, who is also a 
railroad employee, happened to be 
in DW tower at the time the prob- 
lem arose of getting water to the 
engine. 
He promptly called the 


firemen, who took their 1000 gal- 
lon tank-pumper to the scene and 
proceeded to pump 300 gallons of 
the prescious liquid to the diesel. 


As a. result, the delay was a 


short-lived one and th« freight pro- 
ceeded on its way with only slight 
time lost. 


BEEF FIELD DAY 


According to reports a laigc 


number are participating in the 
Beef Field Day and Tour spon- 
sored by the Northwestern Penn- 
sylvania 
Livestock 
Association 


through this area today. The fol- 
lowing schedule had been previ- 
ously arranged starting at the 
Frank L. Dodd & Sons farm at 
ten o'clock this morning. 
From 


there the tour took them to the 
Sugar Grove-Farmington school 
grounds for a demonstration by 
FFA boys and picnic'lunch; thence 
to Harding & Son; Mark Hasklns; 
Stanley 
& Earl Laurence 
and 


finally to the Robert Johnson dairy 
farm. 


BUY U. S. SAVINGS BONDS 


i BUY U. S. SAVINGS BONDS 


I Disabled Diesel Is 
I 


j 
Assisted by Firemen I 
* 
-:- 


Firemen don't always fight fires 


i when they go out with their equip- 
1 ment. 
Many times they take on 


unrelated duties, and Tuesday was 
one of the times for the Pleasant 
Township Volunteer Fire Depart- 
ment. 


Yesterday afternoon, the diesel 


locomotive on a northbound Pitts- 


Installation 


Repairs 


PROMPT AND EXPERT SERVICI 


MURPHY 


STORE HOURS 


W A R R E N 


MUNICIPAL AIRPORT 


FRIDAY 
*( f% 


JULY 18 


Jayeees Presents 


7/e GREATEST J^HOW 


-^^^^^^ 
^\»T i-f »*i*T*rT 


Llrht Oprra at Pitt Stadium 
Thru July 19 
"Rio Rita" 


Next Week "One Touch of 
Venus" 
at Forbep field 
July 18 (N), 19, 20..Brooklyn 


At Carnegie Unlearn 
Thru July 27 Decorative ArU 
July. ...Color Lltho Display 


—wtlhlrt w.lMng tflitinc* «f y*vr hMtl—J 


Dlnin* room, leaf I Sadrflt Isunit an* . 
cofl.. ihap thai n.r.r clai.i—ell plr cert- 
dihen.d. Singl. roomi J3.JO to 
deubl.1 }« 00 to 112.50. 


For tlcV.t Informoflon 
and ream r.itrvaiiani 
—writ. 1. f Ounlar. 
tttident Mgr. er call 
MAyflawm 1.7700 


Hrtri 
WebsterHail 


In fri. htorr el rht CMC Cmrtr 
HFTM AVt.. PimiUKGH 13. 


ON EARTH 


N o w a t t h e Z e n i t h 
of Its Glorious Reign 
Over All A m u s e m e n t s 
Twice Daily-2:15*8:15Sr,'VS 


LIBRARY 


Fkla Theatrrl 


Op«u at I 


1:44 
I 


Efqfy Day | 


HERE 


TODAY ft 
THURSDAY 


Play the New Theatre Game Tbflay and Thursday 
POT O SILVER 


MATINEE 


mud 


EVENI1VO 


-THIS FEATURE AT 3:25 . «:2i . »:30- 


u. MR CMMHMl WARD BOND ANDY DEVINE 
STANLEY KIDGES 


UOYO IIIOCES THY HOLDF.N 
VICTOR CUTLER tnd thi De«ini Kidi. TAP in< DEKHT 
' 


-THIS FEATURE AT 2:05 - 5:00 - 8:00- 


Th« Weil'* ••ld«ft Desperados RMo / 


IUK enm in CHWT IMT warn WIHUTIL umiructti 


(Starts Fri.: Jean Peter* hi "Wait 'til the Sun Shine* Nellie" 


2 - UNBELIEVABLE REVEALING FILMS. 


"NOW 


UN 
GIRLS. FACE LIFE! 


Recommended for 
Adults Onlyl 


C"TJie Devil's Sleep" 7:20 - 9:50 • "High School Girl" 6:20 - g:SO) 


TONITE 
Square & Round 


Dance 


WHITE HOUSE INN 
Warren's Favorite PUBLIC 


Nife Spot 


Featuring 


from 9 'til 2 o'clock 


SUN VALLEY RANGERS 


One of the lest Orchestra* at Its Type In Northwestern Pennsylvania 


Floor Shows on Thurs., Fri. and Sat. Nites 


White Way Drive-in Theatre 


Star Brick—3 Miles West of Warren on Route 6 


L4ST TfMES TODAY 


EARTH 


STILL 


Anothtr Senativn Irom ?0ih Century -fox ' 


TWO SHOWS 


NIGHTLY 
Gates Open 8:00 


Adm. 60c Including Tax 
ChHdren Under 12 Free 


REFRESHMENTS! 


Also a Variety of Selected Short Subjects 


We Will Be Seeing You 
PARTY OF GAMES 
THURSDAY NIGHT—7:30 


North Warren Community House 


City lm will leave Cemnmilry Heete Immediately after Party 


k R R E N . 
P A . 
T I M E S - M I R R O R . W E D N E S D A Y , JULY I*, I 9 S 2 . 
i n * e e 


her on Public 
stance Rolls In 


• Shows a Drop 


en county had 292 people, 
ftting 226 case's on the De- 
nt of Public Assistance rolls 
last half of June, accord- 
data just: released by Mrs. 
t C. Evans, secretary of 
Assistance. 
Evans' report also revealed 
iring the 12 months ending. 
) the Department of Public. 
iice 
paid 
$5,149,000 
for 


1 care for persons receiv- 
sistance. This represented 
rage cost per assistance re- 
of" $1.70 per month, 
ic $5,149,000 paid to profes- 
people, pharmacists received 
300, or 42 per cent of the 


which* doctors 
received 


000 or 37 per cent. Den- 
received the' next largest 
-$509,000, or nearly 10 per 


Clinics received approxi- 


• $328,000 or 7 per cent, and 
lallest share, $217,000 or 4 
nt, was paid to nurses. 
Age Assistance 
recipients 


sd the most medical service 


• the year and the cost of 
;s to these , ag'ed persons 
ited to $2,296,000, or 45 p'ei; 
>f the total. 
The costs of 


es to recipients 
of othjr 


of aid were as follows: Aid 
jendent Children—$1,468,000, 
per cent; General Assistance 
),000, or 44 per cent; Aid to 
led—$399,000, or 8 per cent; 
lind Pensions—5286,000, or 5 
nt. 


y 
Persons 
Cases 


i'on 
76 
. 
57 


in 
1,037 
570 


leld 
3,937 1,912 
, 406 
295 


3,285 
2,279 


t 
75 
54 


son .. 
2,216 1..248 


iah 
1,495 
961 


r 
820 
555 


1,425 
'990 


igo 
l,24j 
839 


NOTICE 


. Jphn W. Larson's office will 
sn Monday; July 21st. Practice 
)e limited to 'Pediatrics. Hours 
ppointment only. Phone -Res. 


Office 3403. 


7-16-2t 


Times Topics 


SUBMITS TO SURGERY 


MiM Jessie CuthberUon, R. N1., 


submitted to an operation at the 
Warren 
General Hospital 
this 


morning. 


CIRCUS DAY BUS SERVICE 


The Warren City Lines will fur- 


nish extra number of buses to 
run direct-to circus grounds and 
return trips after the circus, both 
afternoon and evening of July 18. 


4AYCEE MEETING 


There will 
be an 
important 


meeting of. the 
Warren 
Junior 


Chamber of Commerce at the Am- 
erican Legion 
Home at 
eight 


o'clock tonight. Plans will be made 
for this coming year's program. 
Bach member is urged to attend. 


FINDS CLASS RING 
- Wayne Smetanka, employed at 
the Widman and Teah store, corner 
of " Liberty street and Pennsylva- 
nia avenue, has in his possession 
a- college class ring,~1948, which 
he found Sunday at the Marconi 
Outing Club.'The owner may con- 
tact him at the store or at" his 
home, 8 Parker 
street, phone 


3745-R. 


SAVINGS 


Plenty of dollars saved to spend on your vacation . . . and you'll be 
cool and comfortable with clothes designed for vacation living. 


IS BURNED 


Mrs. Flora Brown, of Allentown. I 


visiting at the 'home of Mr. an'.l j 
Mrs. Dan Walton, 477. Prospect 
street, yesterday afternoon sus- 
tained first and 
second 
degree 1 


burns of the left arm, nose "and | 
left ear when an accumulation of 
gas in the oven of a kitchen range 
exploded. She was treated in the 
emergency ward of Warren Gen- 
eral Hospital and discharged. 


famous label!! 


KNIT SHIRTS 


r 
You'll find crew or gaucho necks in solid colors, trims 
or chest stripes . . . fine terry cloths, interlocks, string 
mesh or flat knits ... A wonderful vacation item. You'll 
need 6 or more. 


Verified 
5 


to *395 Values 


i INTERESTING TRIP 


Mr. and Mrs. William Ellis, of 


Grand Valley, recently entertained 
Mr. and Mrs. Leonard Wenz of 
Denver, Colorado, and Mr. and 
Mrs. J. Duane Upton and two 
daughters, of Daytona Beach, Fla. 
On July 8th, Mr. and Mrs. Ellis 
; accompanied Mr. -and Mrs. Wenz 
on a trip to the New England 
states. 
Highlights of this trip 


included a visit to the state capital 
of Vermont at Montpelier and a 
tour through the granite mines at 
Bfarre, Vt. They also motored over 
the Greene Mountains of Vermont 
and report a very interesting- trip. 


Fine OuolHy, An Wool 
GABARDINE 


SUITS 


* 
at a .very low price 


Verified 55.00 value 


Men's PAJAMAS: 5 Men's SHORTS 


Our most famous brand — you'll 
recognize it ... Handsome patterns 
and colors . . . Sanforized. 


Reg. to 4.95 


BUT U. S. SAVINGS BONDS 


Going On A Picnic 


P O L A R O I D 


75 


Thrills, fun. popularity ahead for the owner of a Polaro.u 
pictnre-in-a-minute camera! A Polaroid Camera is a key 
to success at parties, a fascinating hobby and a help 
to business success — a Polaroid Camera has hundreds 
of uses, is precision-built for a lifetime of service. 


A Polaroid Camera develops its own pictures, big, clear 
y/t" * 4J4" black-and-white prints, right on the spot. 
It's simple to load and focus, simple to operate t JJegin- 
ners soon get professional results — because a Polaroid 
Camera gives an "on-the-spot" second chance if a picture 
isn't just the way you want it. 


COMt M FOR A Mil DIMONSTRATid*. 


4 WAYS TO IUY— 


e Ceth • Lay-Away • Open Charq* • 1 Year to Pay 


JCWELRY & HOME APPUAMCE STORE ../ 
•••••••••••^•••BeM 
334 Penn'o Ave., W. 


* Full "combed cottons in both snap 
,4 fastener or boxer elastic waist style 


. . . Solid colors or patterns. 
$ 


Reg. 1.00 79 


2 for 1.50 
39 


ike! I 
famous mai 


SHORT SLEEVE 
SPORT SHIRTS 


You'll know the famous label—it's the best in 
town—You'll find cottons, rayons, puckerettes and 
fujis ... in solid colors and*all over patterns . . . 
all brand new ... all sizes! 


Verified 


to 4.95 values $099 


Fine doeskins, irridescents, and sheen ga,bs 
in dark, medium or pastel shades . . . both 
single and double "breasteds in the very new- 
est summer models—and in sizes to fit most 
men. 


Reg. '65 "Gabs" at '49 


Fine Summer Suits at . 


Men's "BURMA-SHEEN 


SUMMER SLACKS 


Fine pin checks or neat stripes in BurN 
Inigtons cool, cool, crease resistant 
rayons. 


Reg. to 7.95 values 


Sugar Grove Girl 
Scouts Are in Camp 


Sugar Grove—<$trl Scouts who 


left Sunday for 
Camp Birdsall 


Edey were Martha Webster, Mar- 
tha Stohlberg, Sarah Stuart, Dl- 
anne Stuart, Barbara Hitchcock, 
Carol Walcott, 
Suzanne 
Onink, 


Marilyn Miller and Barbara An- 
derson. Gale McDonald, Warren, is 
their adult leader. 


Mr. and Mrs. Calbert Spink and 


young daughter have moved into 
their new house qn Pleasant street. 


Mrs. Horton T"rank and young 


son Michael wit!h Mrs. Margaret 
Hartman have come from Auburn- 
dale, Fla., to spend a few weeks 
with relatives. 


Mr. and Mrs. W. C. Stuart and 


sons, Donald and Billy, are spend- 


ing a week on French River, Can- 
ada. 
' 


Mrs. Paul Carlberg, Sr., and 


daughter, Louise, have been spend- 
ing a lew days in Erie with Mr. 
Carlberg, who is employed there. 


Mrs. Roy Briggs, Mr. and Mrs 


Allan Frank, daughter, Sylvia, and ' 
son, Jimmie, are spending a week j 
at'Winona Lake. 
Mary . Firth, | 


Jamestown, and Mrs. Ray Abbott' 
will each spend a few days with 
Mrs. Eliza Mix during her daugh- 
ter's absence. 
• Harry Davenport, Mr. and Mrs 
Robert Morgan have started the 
construction of a new home on 
Jamestown street, on a lot purch- 
ased from Richard Manross. 


America Shop — 


Boys' WASH SLACKS 


Fine Mooresville rayons and cotton gabardines . . . solid 


colors, plaids, checks. 


>* 


First pure nickel -coin ever is- 


sued was a 20-centime piece mint- 
ed in 1881 by Switzerland. 


CLASSIFIED ADS accepted un- 


til 11 a. m. on day of publication. 


Shopping's quick ana easy af 


andy Coated 
Chocolates 
- 


Never Sticky I 
Never Messy I 
Gaily Colored I 


The perfect treat for your iweet-toofhl' 


200 - 04 Liberty St. 


/ 
• 


Values to 3.95 


Slxet 402 


Values to 5.f5 


Sixes 12-20 


SPORT SHIRTS 
Bright floral prints in 
washable rayons — all 
from our best makers. 
A marvelous buy. 


'.(•-. 


Boys1 KNIT BRIEFS 
Fine combed cotton 
A 


Reg. 49e value 
A 
PAIR 


Boys' PAJAMAS 


Sanforized broadcloth 


Reg. 3.95 value 


Boys' String Knit SHIRTS 


$129 


famous label . . . bright colors 
and stripes. 


Reg. 2.50 value 


Beys' HOSE 


Combed 
cottons 
rein-- 


; 
forced with nylon . . . 


; 
Bright blazer stripes. 


Reg. 39e value 
PAIR 


Hoy, Kids/ 
Get your FREE TICKETS for 


Printi's Fourth Annual Kids Night at the 
Stadium Tuesday, July 22. Falcons vs. I rod* 
ford. Pritos galore! 
Nothing to buy. 
Step 


in Younf America Shop for yours. 


CHARGE IT! 


Take up to 
3 months to pay. 


CLASSIFIED ADS BRING QUICK RESULTS 
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WEDNESDAY, JULY 16, 1952 


THE ROAD TO DEFEAT 


Wall Street Journal 


The Republicans will not win the election of 1952 


by the dominant faction belaboring the corpse of the 
Taft candidacy. 


Nor will they win by informing something ap- 


proaching half the Republican voters that up- to this 
time they have been a lot of moronic yokels who 
should feel fortunate that they are about to be given 
a glimpse of the true light. This ectasy about the 
"new Republicanism" inevitably raises the thought 
that there was something wrong about the old kind. 


And it is well enough to attempt to attract the 


young voters, but in doing that it is not at all well 
to offend the old ones. The voters who just man- 
age to totter to the polling places count just as much 
as the voters who are just learning to shave. 


A faction of the Republican party cannot win 


an election. It will take the whole Republican 
party—at least that. But the post-convention poli- 
cies as they have appeared over the week-end seem 
to be formed by those who are totally oblivious to 
what should be axiomatic. They seem dictated not 
by a desire to win but by a desire to control and 
to punish further those who have already been 
defeated. 


Senator Taft had 500 votes at the Chicago, con- 


vention, an unusually high total for a losing candi- 
date. Furthermore those delegates stayed with him, 
knowing that they were almost certainly going down 
with a losing cause. 


There were a few men at Chicago who retained 


enough balance to see the significance of this and 
who immediately suggested that the first post- 
• convention steps should be generosity to the losers 
and offers of partnership in party affairs. 
They 


were even willing to try to have Senator Taft take 
second place on the Republican ticket. 


Those men were brushed aside as though they 


were a brand of traitor. It was made quite clear to 
them that the victors intended to have not only a 
monopoly of the party campaign machinery but that 
they also intended to humble Senator Taft and his 
friends. 


That intention was again made clear in the ap- 


pointments to campaign posts announced over the 
week-end. The effect of those appointments is to 
insulate Mr. Eisenhower from all contacts except 
those that the victorious faction of the party approve. 
It is difficult to believe that there is any other 
purpose. 


At this writing, it seems to us that the Repub- 


licans—or rather the dominant faction—are well on 
the way to repeat the errors of 1948. One of those 
errors was to make the party command a closed cor- 
poration, smugly rejecting "both advice and warnings 
of disaster. 


And 1948 proved that those who do not possess 


the restraint and breadth to handle victory are 
doomed to defeat. 


Thousands in and around Wan-en who have enjoy- 


ed the successful Fourth of July celebrations staged 
in past years under the sponsorship of the Jaycees 
will be pleased to learn that thoughts of the members 
of the progressive civic organization have already 
turned to plans for a similar observance in 1953. It 
is likewise gratifying to read that the committee 
held within the budget of $9,000 this year, indicating 
that the boys perhaps will realize a profit for their 
hard labor, which will be used in promoting worth- 
while welfare activities. 


Persons who have not already secured tickets for 


the Ringling Brothers and Barnum & Bailey circus, * 
appearing at the airport Friday under the auspices 
of the Junior Chamber of Commerce, are reminded 
again that while there is a scarcity of higher priced 
seats, several sections'of the $3.00 tickets and general 
admissions are still available. It would be well for 
everyone planning to attend either afternoon or eve- 
-ning to secure tickets in advance at Kinnear's store, 
225 Liberty street, to avoid delay at the grounds! 


It would be well for motorists to remember that 


Council has launched plans to reduce to 25 miles per 
hour the speed limit in Pennsylvania avenue east 
from Crescent street to Parker, which extends the 
lower speed zone a few blocks farther east because 
ot. the Drive-In and ice cream stand near Parker 


Does the Poor Guy Ever Wonder If It's Worth It? 


fflp'S Ip^Hppf5 


']' '^\ sMV * 
":%:; 


When a boy begins .to com* 


plain it's too. hot to go to Sun- 
day school, don't take it too 
seriously.»Our preacher says it 
may mean nothing more than 
that the girl he's been meeting 
there has been taken away on a 
vacation with .her family. © " 


YEARS AGO 


Item Ta 


Ik* Warrea f ve*ia« TiM* 


Here And There 


Back in 1927 when the great 
inghng 
Brothers-Bamum 
and 


Jailey'a circus last appeared in 
Warren, ye editor was writing a 
column in one of the ill-fated 
daily 
newspapers 
t h a t 
have 


sprouted and died since we first 
came to town about 45 years ago. 
Incidentally, it appeared under the 
leading "By the Way." 
It is in- 


cresting to note a couple para- 
graphs from the column of Tues- 
day, July 5th,. 1927, the first issue 
jnnted after the show left War- 
ren, July 24, a Saturday, with the 


'ourth falling on Monday. 
The 


first one follows: 


One person among the score 


•who found it interesting to watch 
he hundreds of automobiles pour- 
ing over the bridge from the south 
side Saturday afternoon was A. C. 


>ok, county commissioner at the 


;une the structure was erected. "I 
•et a lot of satisfaction sitting 
icre and seeing that string of au- 
tomobiles coming over the bridge," 


said to the writer (he was 


resting on the edge of an ice 


cream container near the Palace 
of Sweets.) 
"There's no danger 


of that bridge going down with 
any kind of a load that can be 
put on it," he commented, and 
continued: "But I remember the 
tune when I stood around here 
and just held my breath when cir- 
cus crowds came over from the 
other side. 
That was in the.- de- 


clining days of the old suspension 
bridge. 
Remember that last fbig 


crowd we had here? They asked 
for permission to cross the bridge 
and we wanted to refuse them. 
Then they threatened to have it 
closed. 
Finally we replanked it 


and strengthened it in every way 
we could. 
They only permitted 


one wagon at a time on the bridge, 
but when six or eight span of 
horses began to walk over it. she 
just bounced up and down. That 
wasn't so bad, but when it started 
swaying sideways we* didn't know 
just what to expect. 
Believe me 


I breathed easier when the show 
got safely out of town" 
Mook 


recalled the first circus that ever 


EDSON IN CHICAGO * 


Dem's Contest Sure to Equal 
GOP's Expenses of $2 Million 


BY PETER EDSON 


NEA Washington Correspondent 


CHICAGO—(NEA)—Ike Eisenhower, by virtue of having been 


picked as Republican nominee at the Chicago stockyards amphi- 


theater, becomes a two-million-dollar baby, on the hoof. That is the 
minimum estimate placed on the expenses of all candidates and the 
Republican National Committee in the 1952 presidential contest to date. 


While this expenditure, soon to be equalled or surpassed by the 


Democrats, is something of a national scandal, there never \vill be 
any accurate Bgures released. The reason is that the Hatch act and 
the corrupt practices act place no limit on the amount of money that 
may be spent by any candidate for a federal office in primary elections. 


Since they're not required to do so by law, treasurers for the several 


presidential candidates are reluctant to give out how much they have 
collected and spent. Only congressional invesiigation could pry out 
the figures, if authorized to do so. 
* a • 


Howard Peterson of Philadelphia, who has been in charge of money 


raising for Eisenhower, estimates that the general's primary campaign 
will cost close to a million dollars. This is before all the bills are in. 


Peterson points out that radio time for the general's major speeches 


cost $2000 a minute. Thirty minutes, $60,000. Eisenhower head- 
quarters spent $75,000 on Chicago newspaper ads every day they ran 
during the convention. Lesser expenses ran down to $60 a day for 
a steam calliope. But they all added up. 


"DEN TATE, fund raiser for Senator Taft in many of h!s campaigns, 


puts a more conservative estimate on his expenses. As a minimum, 


Tate says Taft's expenses will run 50 per cent more than in 1948. 
Taft's unsuccessful campaign for the presidency cost about $200,000 
that year, of which $40,000 was spent at Philadelphia. 


Democratic National Committee got a 5250,000 contribution from 


Chicago lo cover convention expenses. But it isn't expected to cover. 
Ail Republican political managers in Chicago, in fact, admit that they 
ended the convention in the red. 
* » • 


Sen. 
Frank Carlson of Kansas is now given credit for conceiving 


the idea for General Eisenhower's "fair play" campaign to win him 
contested southern state delegations at the GOP convention. 


Senator Carlson has been one of General Eisenhower's campaign 


co-chairmen right from the start. He made little noise and attracted 
little attention to himself during the primary campaign. But at 
Denver he saw the .advantage of this fair play campaign. 
'T'HE psychological battle of the sound trucks in Chicago went on all 
•*• the time. The Eisenhower people were accused of stealing Taft 
slogans and songs. 


Ike's press agents even wrote their own words to the tune that was 


Taft's campaign song in 1948, "I'm Looking Over a Four Leaf Clover." 
They made it, "I'm Looking Over Dwight Eisen-hower." 


Taft forces had a yell, "Taft for me. Taft for you. Taft will win 


in '52." An Ike gag writer changed it lo "Ike for me. Ike for you. 
Taft can't win in '52." Loud speakers blared it everywhere. 


• •• * « 


The Taft loudspeaker propaganda got pretty rough just before the 


big voting began. It was no secret that Senator Taft had little use 
for Gov. Thomas E. Dewey of New York. 


But this came out nasty when a sound truck went through the 


street's beating ear drums with the message: "Are you going to elect 
Thomas E Dewey president by proxy? Will you allow him to master- 
mind our party into another defeat? Phooey on Dewey. Republicans 
*ant a fighting campaigner. Dewey! Full of Hooey." 


Like so many of the Taft publicity stunts, this one backfired and 


•id Taft more h^frmthan good.,_ 


crossed the new bridge. 
It was 


either Barnum & Bailey's, Ring- 
ling Brothers, or the 101 Wild 
West. It was before the concrete 
was poured in the roadway. The 
circus officials were certain they 
could get over, and they did. 
It 


was a fine thing for the ap- 
proaches, too, the large, heavy 
wagons packing down the earth 
better than it could have been j 
done by any other process. When 
the bridge was constructed the 
former commissioner reminisced, 
the county officials were criticized 
for building such a large struc- 
ture. 
Saturday's crowd demon- 


strated that it was'' not nearly 
large enough on circus day. 


Another paragraph in the same 


column, says: 


The morning after a circus I 


find it interesting1 to go over to 
the lot and watch the crowds ex-' 
ploring the debris left on the 
grounds. 
Sunday morning early 


there were a large number of 
youngsters and adults wandering 
about the place, digging, prying 
and searching. 
Occasionally one 


stoops 
over, 
rumages 
through 


the grass or dirt, picks some- 
thing up, inspects it minutely, and 
most generally rams it into a 
pocket or sack. 
There were a 


half dozen boys with pop cases 
looking for bottles, for which the 
Soda & Mineral Water Company 
was no doubt paying them a small 
sum. 


And another: 
After the greatest show on 


earth and the 
most enjoyable 


county picnic on record, a little 
rain is welcome. 


Terse, Tart and Timely: The an- 


nual picnic for South Penn Oil Co. 
employes and their families will be 
held Saturday, July 19, at Wildcat 
Park near Ludlow, under the spon- 
sorship of the foremen with fea- 
tures including round and square 
dancing, sports for grown-ups and 
children, games and refreshments, 
and awards presented to contest 
winners . . . "The Greatest Show 
on' Earth," .which appears at .the 
airport Friday under the auspices 
of the Junior Chamber of Com- 
merce, will be in Olean, N. T., to- 
morrow, coming from that city to 
Warren early the next day ... It 
was 27 years ago this summer 
that the Warren County - Motor 
Club was just getting organized BO 
that it could offer the excellent 
service to auto owners that has 
made it one of the most outstand- 
ing in the state. 


This 'n That: One of the Inter- 


esting pictures in the current is- 
sue of "The Telephone News" is 
found on page 40 with a caption 
which says "The Past Presidents 
and present executive committee 
of Warren Council of the Fort 
Pitt Chapter of the Pioneers hon- 
ored Julius A. Krause with a party 
when he retired as district plant 
superintendent, Warren, after 41 
years of service," also on page 
five Barbara J. Anderson, district 
.office supervisor in Warren is also 
pictured. .. . Warren is also given 
prominent mention In "Today" in 


the Pennsylvania Electric Com- 


pany, which has two pages of 'ac- 
tion pictures taken during the an- 
nual bowling tournament held here 
several months ago, with 150 from 
the district taking part; the pic*- 
tures were taken at the bowling 
alleys and Marconi Outing club 
where a dinner was enjoyed fol- 
lowing the completion. Other pic- 
tures of local interest In the mag 
arine are found on page 19 under 
Warren District News," Including 
a picture of a new recreation site 
purchased by the Warren Power 


1932 


Delbert Korb, Lloyd Turner and 


R. J. Pring have returned from 
Uniontown where they 
attended 


the 31st convention of the United 
National Association of Post of- 
fice clerks. Mr. Korb was named 
second vice president for the en- 
suing year. 


John Larson of Troop 
5 Boy 


Scouts, is being congratulated by 
his many friends on having passed 
the Eagle Scout test at the Court 
of Honor held last night. 


Cast in a mystery comedy, "The 


Mystery of the Masked Girl" at 
Epworth church tonight are Ev- 
elyn Anderson, Dorothy Myers, 
Hazel 
Check, Daisy 
Anderson, 


Ruth Gettings, Florence Roos, El- 
eanor Moody, Ruth Anderson and 
Geneva Oberg. 


One of the largest picnics ever 


held at the Outing Club took place 
when 5000 persons attended the 
annual outing sponsored by the 
Warren Baking Company. 


R. W. Gardner announced this 


morning that Edwin S. Africa, Jr., 
Third avenue, has been selected as 
"best all-around camper" for the 
'32 outing at Camp Stow. 


War Bulletins: Two German sal- 


ients were driven within 175 miles 
of Stalingrad on the Volga while 
at Voronezh the Red army coun- 
ter-attacks were said 
to 
have 


smashed a Nazi encircle'ment north 
of the city. . . . Rommel is com- 
pelled to give ground; axis forces 
reported to be falling back on the 
central front but make gains in 
the coastal zone. 


The Intersection of Poplar street 


and Fifth" avenue was the scene 
of much excitement when a coal 
truck went over a stone wall and 
landed upside down after falling 
about 18 feet. 


With expected completion of the 


stone base on one lane of the new 
highway between Warren and Ven- 
turetown, motorists 
should find 


driving conditions there greatly 
improved, officials 
of the Tri- 


State Engineering company, said 
today. 


The National Forge Baseball 


Club will honor BUI Caffery and 
Eddie Burns this evening with a 
dinner at the Marconi Outing Club. 
The honored guests will leave for 
the armed services shortly. 


Mr. and Mrs. Freeman Peterson 


and son, Hertzel street, are en- 
joying a Canadian fishing trip. 


BIRTHDAYS 


July 17 


Betty Field 
Janet E. Klepper 
Mrs. Townsend Cook 
Rilda Rowland 
Mrs. W. F. Dove 
Alice Bnggs 
Bertha Mohr 
Oda Clendennins Hummerich 
Alma W. Hunter 
Stanley B. Roberts 
B. S. Cook 
t. L. Dey 
Gerald David Walterstoff 
Dorothy Jean Schweitzer 
Doris Jane Schweitzer 
Creed A. Erickson, Jr. 
Louise Dunham 
Mrs. Jennie Dunkle 
Richard Cook 
Beverly Sue Hanson 
Dennis Calonis 
Patricia Anne Kifer 
Mrs. Philip Huck, 1854 
Jon K. Crooks, 1867 
Carol Yvonne Stil 
Norman Arnold 


Plant Activity 
Association, on 


Weiler Road, two miles from the 
po*£r station. Also five Warren 
men who received safety awards 
a photo of John Leedom, layout 
man recently transferred from Oi! 
City Engineernig department 
to 


Warren. 


Now at 


ftartsch Furniture.. 


The Latest fn Home 


Appliances 
HOTPOINT 


WESTINGHOUSE 


NORGE 


B*rtsch Fum!ture Co. 


1 
letting Hot 
I 


Ariswcr to Previous Funli 


HOBtZONTAL 
IThis makes 


summer hot 


4 This makes a 


fucrace hot 


• This is always 
hot 


12 Consumed 
13 Monster 
14 In a line 
15 Fresh 
IS Repeat 
18 Hebrew 


ascetics 


20 Walking sticks 
*>fl V __.._. 


VEBTICAL 


1 Mentally 


round 


ZShoshonean 


Indians 


3 This publishes 


hot news 


4 Hackneyed 


(colL) 
: Curved 
. rsw«« 
molding 
:*;rr'es 


6 Ascended 
25 Grievous 


7 Permit 
(arch.) 


_' out 


24 Jewish month 


7 Permit 
, 
..IT!*. 
6 Electrical unit2B P*«um«- 
9 Persia 
27 Authorized 


10 Repetition 
28 Re vise 


11 Female sheep 29 Numbers 


(pi.) 
31 Most pleasant 


17 Transplanting 33 British 
19 Went astray 
novelist 


23 Flying toys 
38 Serpents 


40 French cap 
41 Corridor 
42 Poles , 


44 Foreign 


section of 
Istanbul 


46 Thin 
47 Heraldic ban* 
48 Downpour 
SOMimic 


32 Harangue 
34 Trust 
35 Alkaloid used 


to contract 
eye pupil 


36 Indian, -weight 
37 Man's 


nickname 


39 Wiles 
40 Capital of 


Switzerland 
41 City in 


Oklahoma 


42 Strong cords 
45 Vendor 
49 Catches up 


•with 


51 Musical 


syllable 


52 Venture 
53 Ring 
54 High priest 


(Bib.) 


55 Thin strip of 


wood 
56 Hireling 
57 Lair 


V9 


HT 


53 


20 


51 
sr 


• "YES" PROMPTLY to 4 out of 5 
employed men and women . . • 
married or single. 


Phone for a 1-visit toan, write, 


or come in. fcuonal made over • 
million loan* last year! 


Loam up to $10OO 


Iv«n$ 
•oy'ta 
$Ta 
$21 


CASH YOU GET 
15 Mas. 


$143.26 


254.55 


IBMos. 


$165.28 


296 Jl 


Abov* 
poym«nt« eov»r 
everything! 


loaiu of alh*r amounti. of fei ether 
periods, ore in proportion. 
(Pa ) 


FINANCE CO. 
CONSUMER DISCOUNT CO. 


Loom over $300 mod* by Personal Consumer DUcount Co. 


I 


WARREN 


2nd Fl., 216 LIBERTY ST. 


Phone: Warren 285 


Closed Wednesday at 1 00 P. M. 
Open Saturday 'til 1.00 P. M. 
Loans made to residents of all gnrroundlnj; towns 


KANE 


New Colin Bldg., KB FRALCY ST. 


Phone: KAne 434 


The Venetians were the great glass artisans of the Middle Ages. 


VI, HP P*w*f-Ht) 
O.luvt — Moneu- 
v.robl.i *aiy I*. 
eparot*. (Available 
alia in 2 HP.) 


—all year around! 


4 Hf Botent KldnnaHtr — 
Good rnibilifyj "twrn-on-a-dim*'* 
•I.erinp. 


4.t HP Softni GarJtntr 
—> 


Powirful. ruiocd. 


Pfanrff-H* — Pivoted 
compact. , 


There's a Bolcns tractor that is just right 
for your needs—and your budget. And 
it's the best buy. Prove it to yourself. 
Check any other tractor, size for size 
and feature for feature, against Bolens 
advantages like: Quitter hitching . . . 
patented front snap-hitch. Smootbtr 
running . . , precision needle bearings, 
Easier handling,..finger-tip control and 
perfect balance. More maneuverability 
. . . for short, easy turns. And niperb 
engineering plus rugged construction 
for long life and trouble-free ttrvict. 
BOIENS' compUfe fin* of 
implement* helps you do 
more, foster- and easier! 


PUwing • Dltclni • Cvlll v«Hng • 
NUwiftf fpr«rlitt;H««llnt 


ln*w-pl*wlnfl, etc. 


E* 


Come in Today 


ETDTEVERT 


••1ml. • •! 
rf«ill«, • '< 
foremost 


•eltni fflanvfacturtl • 
complil* tin* of garden 
Iratterid.A H? la 4 HP) 
end Im 


V A R R E N , P A . 
T I M E S - M I R R O R , 
W E D N E S D A Y , J U L Y 
1 9 5 2 
I" I T 


M* Business 


_ 
—U. S. Navy Photo 


OMMANDING OFFICES of the Jamestown, N. T., Naval Reserve Organized Surface Division '3-6S, 
,t. Cmdr. Sidney W." Blackman (left), and his executive officer, Lt. W. Scott Calderwood, both of War- 
m, were among some 170 Third Naval District Reservists who returned home Friday after 
having 


een feted on the Fourth of July week-end in the French Basque country. The men were on a 28-day 
raining cruise to Portugal and France. Leaving New "Stark on June 15. they visited Lisbon, and were 
reated to an Independence Day celebration—complete with fireworks—by the Bay of Biscay coast 
owns of Biiarritz and Bayonne. In tne above photo the local officers are shown takeng a bearing as 
hips steam into position. 
. 


eeder Calf Sale 
t Crawford Fair 
rounds Oct. 11th 


Marlin M. Nicely of Venango, 
rawford county, a founder and 
rector of the Northwestern Penn- 
'Ivania 
Livestock 
Association, 


lairman of the Association's cat- 
e breeders division, has announc- 
1 that a feeder calf sale will be 
jld at the Crawford County Fair 
rounds, Meadville, on Saturday, 
ctober llth. 
This will be the first sale of its 
fpe, ever held hi the four coun- 
es of Crawford, Erie and War- 
an Counties and it is a direct 
ssult of the interest in livestock 
reeding which has been stimu- 
ited by the Northwestern Penn- 
yriyania Livestock 
Association's 


nnual'Show and Sale. 
• 


On the committee with Nicely 
re George Holliday of 
North 


pringfield and Earl Lawrence of 
Varren R.D., both 
of' Warren 


!ounty. Holiday and Lawrence also 
re founders and directors of the 
-iivestqck Association. Nicely re- 
iresents Angus breeders; Holli- 
lay, Shorthorn breeders and Law- 
ence.f Herefords. 
"Our Future Farmer of Ameri- 


•a boys and our agricultural war 
•eterans who have been fattening 
iteers in other ^states, especially 
Virginia. As our feeder calf sale 
prows it is OUT hope that the boys 
vill, be able to buy all of their 


feeder steers right here in 
the 


area. Every bit of this money that 
is spent here means new wealth 
for the area produced from 
its 


own soil." 


"At our organization meeting at 


Venango on June 12th seventy-five 
feeder calves were pledged for our 
October sale. We are confident that 
that number will be doubled by 
October lltli. We shall also have 
for sale a number of heifers and 
a few select registered bull cal- 
ves." 


We believe this sale represents 


another major step forward in the 
development of a 
livestock 
in- 


dustry in Northwestern Pennsyl- 
vania. 


New Grand Exalted 


Ruler of The Elks 


Sam Stern, Fargo, N. D., banker, 


merchant and civic leader, was 
elected Grand Exalted Ruler of 
the Benevolent and Protective 
Order of Elks at its 88th Grand 
Lodge convention in New York 
this week. 


Stern, who was unopposed, was 


elected unanimously as conven- 


dd,,-lor.o. 


-ing charge*- 


BOYS ADMIT DAMAGE 


State police said yesterday that 


Edward R. Carley, 16, of Oil City, 
and John L. Kellner, 14, of Rouse- 
ville, had • admitted doing $500 
damage Saturday nights to busi- 
ness establishments. Kellner and 
Carley, under questioning, told in- 
vestigating officers they were re- 
sponsible for the breaking of a 
large plate glass window in the 
new Pennzoil service station in 
Rouseville; windows in the Penn- 
land Tanker, Inc., building in Mc- 
Clihtockville; the Cheeseman Mo- 
tor Company ~building, McClintock- 
ville; and Lyons Transportation 
Company 
building, 
McClintock- 


ville. 
The boys said 'they had 


"been drinking." 
Judge Lee A. 


McCracken reprimanded them se- 
verely •and placed them on proba- 
tion in custody of their parents. 


BUY U. S. SAVINGS BONDS 


tion business sessipns got under 
way in the Waldorf Astoria fol- 
lowing the colorful public opening 
ceremonies Sunday night. He is 
tlie first North Dakotan to head ' 
the Order of Elks in its 84-year 
history. Stern has served as North ! 


T 


HIS is—to coin a phrase-ra 
"shopper's market." 


Folks are taking a keen look at 
what they get for what they pay — 
and they're taking a double look at 
price tags. 


That's the kind of market where 
Buick really shines. 


Do you know why?, 


Buick prices are down within easy 
reach of the folks who buy what's 
known as "the low-priced three." 


Fact is—a big chunk of Buick sales 
comes from the folks who trade in 
one of this low-priced trio. 


irW very few extra dollars, 
they're getting a lot more auto- 
mobile. 


^ 


They're getting more power— and 
the thrill that goes with it. 


They're getting "big-car" comfort. 
They're getting a ride that cost a 
million dollars and more to 
develop. 


They like the room, the fabrics, 
the extra appointments they find 
in the smart-stepping beauty 
pictured here. And they like 
Dynaflow Drive.* 


They like the way it handles. They 
like the way it's engineered. They 
like the belt they get out of touch- 
ing off the power of its Fireball 8 
Engine — and they like the miles 
they get from a gallon of fuel. , 


Power Steering now available OK Suffer 


ts u el I as RffaJ master—optton.il at c.\lia cost. 


find that each one is the buy in its 
field. 
When we tell you that business is 
great, we can back up that state- 
ment with figures. More people 
are buying Buicks than any other 
car at their price or above. 
Why don't you come in and see for 
yourself what's behind this 
popularity? 
If you can afford a new car, you 
can be the proud owner of a Buick. 


Equipment, accessories, trim and models are subject 
to change without notice. ^Standard on Roadmaster, 
oftional at extra cost on other Scries. 


o Buick sales are booming. Not 


just the SPECIAL— but also the 
SUPER and ROADMASTER. Folks 


Sure is true for'52 


When better automates ore built 
BUICK 


will build them 


By William Lynch 


Chapter 30 


/~pHE swimmer reached the oppo- 
; A site shore and pulled himself 
< through low-tide slush and reeds 
to the dry bank. 


I 
The-uight became progressively 


i darker and as yet there was no 
i moon, and travelling in the shad- 
' ows of the ranges was an accom- 
plishment of bush instinct rather 
than of judgment. The gully was 
his friend, now, and if he followed 
it through to the next line of hills 
he would assuredly'find another 
that ran in the same direction, 
and put there, somewhere, in the 
Stygian gloom there was a road 
that led to a road that led to the 
metropolis. 


He was not afraid of travelling 
thus in solitary splendor at night. 
There remained only the hazards 
of darkness and direction, and of 
being imaginatively afraid of si- 
lence and inescapable isolation. 
Therefore it was a matter of stead- 
fastly following the gully until it 
merged with another, yet larger, 
and following that one along- 
providing the Southern Cross was 
high before one's vision, and the 
south was his destination. 


His luminous wrist watch told 
luni that he'd been walking for 
more than an hour, always stead- 
ily climbing and it wasn't until he 
sank exhausted to the bed of the 
gully that he felt the dull ache 
at the back of his eyes. 
His strength mounted afresh at 
the image of the day's events' and 
the urge to investigate -Wade's 
Hole took possession o_f his resolve. 
..Slowly he found his feet. The 
path converged upon what was 
apparently a bridle-track, for it 
widened to six feet and began 
mounting the side ,of the range. 
Gardiner stood at the top of the 
hill, his eyes fastened up.on a soli- 
tary, weak light that blinked and 
flickered and presently wenV out, 
only to re-appear a moment later 
at another spot. 
, 
Somebody carrying a lantern! 
He sat down to Watch. The light 
presently ceased its will o' the 
Wisp performance and became sta- 
tionary. Then he' was able faintly 
to see the grey walls of a canvas 
tent Pleased beyond measure, 
Gardiner strode swiftly down the 
hill. 


"Hullo, therel" 
"Hullo!" 
Thji eamp -('d»-«ller remained 


seated. He was tall and gaunt and 
his face was compounded of 
wrinkled leather. 


The old man peered suspiciously 
through the dim wall of light. 
"You lost, mate?" 
"Not exactly. I came overland 
from Berowra Waters." 
"Why?" 
"Hiker." 
The other grunted. 
"Hungry, I suppose." „ 
"Nothing in my guts since yes- 
terday." 
"Here's the bread. Cut it your- 
self. The tea's still warm." 
"How do you get down to town 
from Jiere?" 
"Motor bike," he said. "It's in 
there." 
"How far is it to town from 
here?" 
" 'Bout twenty-eight miles." 
He ate without -further speech 
for five minutes. Then he swal- 
lowed a mug of tea and stood up. 
Gardiner had sliced the bread 
with the other's jack-knife. It was 
in his hand now. 
"I'll take the bike now." 
"No you won't!" 
The old man made to rise but 
his head and shoulders were spun 
back to the ground and the jack- 
knife slashed down three times 
across the soft parts of his throat. 
Gardiner straightened up and 
tossed the knife aside. 
"You should have let me take 
the bike," he said, softly. 
Less than an hour later — a few 
minutes after midnight — Gardiner 
stood on the edge of Wade's Hole. 
peering questioningly 
into its 


cavernous depths. 
Presently, he sat down and low- 
ered\ himself over the edge of the 
hole and began the slow and dim- 
cult descent. 


TLTE knew, even in his confused 
1 -1 state, that if the woman's body 
were not somewhere in this jungle 
of mud and weeds, they would 
press a charge of attempted mur- 
der, with Kate herself the most 
hostile — and damning — ot all pos- 
sible witnesses. Therefore, she had 
to be here. 


After the first desperate survey 
he paused to collect his senses and 
then he began a systematic creep- 
ing search of the hole, using as s 
datum the longest of the steel 
oikes that protruded horizontally 
from the sides of the cavily. On al] 
fours now, he moved back and 


forth, feeling, examining, trying to 
remember—trying to estimate all 
the possible angles of Kate's un- 
controlled fall—as a golfer seeks a 
lost ball—gauging distance, mo- 
mentum, weight direction, impe- 
dimenta—until the search brought 
him to the floor of the great fissure. 
He then returned to within ten 
feet of the surface and began the 
investigation all over again and 
this time he was rewarded by a 
fragment of flimsy dress material 
that fluttered its single streamer" 
from the point of a steel end 
Evidently lier fall bad been par- 
tially broken here 
Using the discovery as a new 
base for operations, his gaze 
sought again the bed of the hole, 
for every yard of the slope had 
been thoroughly examined so that 
not even the remains of a cat had 
gone undetected. Yet, find the 
body of Kate he must: either that, 
or the gates of damnation were 
open wide at the surface of Wade's 
Hole and there was no future. 
Proclaiming his resentment in a 
series of pig-like grunts, Gardiner 
made again down the slope, caring 
little for a firm foothold. He 
crashed his way down in a succes- 
sion of controlled falls, keeping 
his feet only by virtue of the thick 
weeds that afforded him hand- 
balance, but he fell heavily at the 
base of the slope and lay stunned 
on a rock bed. his head half hidden 
in a pool of black slime. 
It was as he lay thus- that sud- 
denly his eyes were blinded by a 
shaft of fierce light that snaked 
out fVom the^surface. found him 
unerringly, and focusscd its vici- 
ous glare full in his face. Ke 
tried to~ penetrate the beam of 
solid light, but failed and tightly 
shut his eyes. Then, abruptly the 
light was taken away and he 
opened his eyes. But it took him 
fully a minute to adjust the night 
to his blinded vision, but when 
he did it \vas to behold the spec- 
tacle of three figures clearly out- 
lined against the skyline—uvo of 
them bulky, the other slight. He 
stared, fascinated, at the madness 
of three witnesses up there on the 
edge of the hole—two men and a 
woman.. Danny he recognized at 
once by his ungainly shape—-the 
other would be Taylor. And Meli- 
sande 
Startled, he sprang to his feet 


and made Tor the opposite slope. 


<Te be continued)*' 


C. C. SMITH CO., INC. 


11 Market St. 
Phone 2700 
Warren. Pa. 


Dakota, chairman of the National 
Foundation for Infantile Paralysis 
since its inception, has been chair- 
man of the North Dakota State 
Crippled Children Commission for 
11 years, and v/as a founder and 
for many years head of the State 
Elks Association's Crippled Chil- 
dren Program, which established 
Camp Grassick, an institution for 


handicapped children, near Bis- 
marck. 
Stern will be installed at 


the 
closing 
convention session 


Thursday, 
July 
17, succeeding 


Howard R. Davis of WJliamsport 
Pa. 


Grand Exalted Ruler Davis re- 


ported that membership showed a 
gain for the 13th consecutive year, 
' an 
increase 
of 
23,604 
which 


[brought the Order's membership 
to "an all-time high of .1,069,868. 
Nineteen new lodges were insti- 
tuted in 14 states and Alaska dur- 
ing the past year, bringing- the 
total to 1,610. 
! Convention 
officials 
reported 


j over 15,000 Elks and their wives 
in attendance, and said this fig- 
ure would climb to nearly 30,000 


j before the meeting ends. 


ing aboard the heavy cruiser USS 
Des Moines, has left on a two- 
month European training cruise 
for midshipmen from the. Naval 
Academy and 28th Naval Reserve 
Officers' Training Corps Units. 


LODGE DISSOIA~ES 


Dissolution of the Corry Chapter 


of the Fraternal Order of Eagles 
became a fact with receipt of a let- 
ter from William P. Wetherald, 
grand worthy president; by Robert 
M". Wank, secretary of the local or- 
ganization. The dissolution was 
handled by the Corry chapter be- 
ing consolidated with the Titus- 
ville Aerie and the 330 local mem- 
bers now being affiliated with the 
Titusville Aerie. The Corry group 
was organized four years ago. 


REWARD FOR VANDALS 
A reward of $200 has been of- 


fered by an anonymous OH City 
resident and a "substantial" but 
unspecified sum has been put up 
by thi Veterans of Foreign Wars 
of that city, for information lead- 
ing to the arrest and conviction 
of the vandals who desecrated 
Calvary jCemetery there early Sun- 
clay morning. Police reported no 


I new leads in the case, aside from 
| the tire marks on the sod. Sixty- 
1 nine gravestones were overturned. 
Flags were taken from veterans' 
graves, bound together and tram- 
'pled. 
The estimate of 530,000 


, damage was called "conservative" 


i yesterday by persons close to St. 
Joseph's Cemetery Association. *> 


PATBEXT AT CRESSON 


Mrs. 
Ruth Gray, wife of Rev. 


Merle Gray, pastor of the Churc.i 
of the Nazarcne at Stockdale, Pa., 
is a patient at Cresson and her lo- 
cal friends may write her at State 
Branch, Ward B, Cresson, Pa. Rev. 
Gray is the son of Mr. and Mra. 
Ralph Gray, Warren R. D. 3. Rev. 
and Mrs. Gray are parents of a 
son, P^alph Earle Gray, born June 
23 by Caesarian operation. Mrs. 
Gray will be pleased to hear from 
their friends in and around War- 
ren. 


BUY U. S. SAVINGS BONDS 


—NBA Service Tclephoto 


i EVA PERON SERIOrSLV ILL 
! —Senora Eva Peron. above. 32, 


i wife of the president of Argen- 


tina, Juan D. Perori, is barely 
holding her own ' m a battle 
against death. Thousands of her 
admirers 
among 
Argentina's 


population have been praying for 
her return to health. Senora 
Pcron has never completely re- 
covered from an operation of an 
unspecified nature which she un- 


derwent last November. 


Men in Service 


RETURN FROM C»L'ISE 


i 
Two 
Warren county men 
arc 


j aboard the airci aft carrier USS 
| Tarawa, which has just returned 
, to the States after a six-montl1 


' tour of duty in the Mediterranean 
1 They are Fireman Basil R. Ab- 


j bey, Warren RD 2, and Fireman 
1 George H. Crakcr. Sugar Grove. 
1 While in the Mediterranean, the 
carrier participated in joint tram- 
ing operations with othci naval 
' unite of NATO. 


i 
TRAINING CRUISE 


| 
Ronald A. ITitzgcrald, &eaman, 


, of 20 North Marion sti'cet. serv- 


FINE 


FURNITURE 


Wf> 


25c 


KIWI polish 


BOOT 
SHOP 


S12 Pa. 
Ate.. W. 


*%%»%%»»•%%%»%%»%**%»»*»»»*+» 


KIDS' KOASTER KLASSICS 


(ENTRY BLANK) 


WARREN JUNIOR CHAMBER OF COMMERCE 


NAME 
AGE 


• 


DATE OP BIRTH 
19 


(You must have reached the age of 11 on, or before, the 23rd of 


August, 1952 In order to be eligible.) 


A.DDRESS 


SPONSOR 


The official rules will be published on July 18th. So watch for 
them as they will tell you how you must build your racer, and 
what you must do tn order lo be eligible to compete for the three 
grand prizes being given to the winners. Fill out the application 
blank now—Watch this page for the official rules. Sign up now. 
Send your entry blank to: Kid's Roaster Klasilcs — Warren 


Warren, Pa. Enter Now. 


Wedding Designs 


Funeral Baskets & Sprays 


VIRG.ANN FLOWER SHOP 
23t Fauna. A**.. W. 
PhM* 129S 


WE PELIVER 


Service 


Repairs On All 


Electrical 
Appliances 


Residential and 


Industrial Wiring 


Installations 


PROMPT SEftVICf 


Call 133* 


S I X 
T I M E S . M I R R O R . 
W E D N E S D A Y , J U L Y 
1 4 . 1*12. 
W A R R E N . PA 


Jointure Discussed 
By Conewango Twp. 
Board of Education 


i 
rragreM on the actuality of the 


Jointure being: considered by sev- 
eral townships and boroughs 
In 


Warren county came up for con- 
stderable discussion at the regu- 
lar July meeting of the Conewan- 
go township school 
board held 


Vueaday evening at North Warren. 


Following routine reports, 
the 


Board was advised that Mrs. Juan- 
Ma Johnson desired to resign aa 
fla* Fifth Grade teacher and her 
Mdgnation was duly accepted, 
secretary Keith Chase will now 
aooept written applications for this 
Tmcancy at North Warren. 


At the next 
meeting 
of 
the 


Board, August 13, applicants will 
be interviewed for 
Fifth 
Grade 


teaching. Those interested are ad- 
vtMd to write Mr. Chase giving 
Qualifications and detail* in full. 


IB line with the improvements 


being made at North Warren, the 
outside painting job, just finished 
by.T. J- Scalise, was inspected and 
approved. It was felt that the elec- •, 
trical work was being unduly de- ] 
layed and considerable speed -will i 
be required to finish this renova- j 
tion as well as the inside paint- j 
ing; much disc'ussion resulted from j 
this work status, 
j 


The Board was asked to purch- j 


ase new drain pipe to be installed | 
along Church Street but voted to; 
delay action on this and seek a' 
legal opinion from Solicitor Alex- | 
ander Flick as to right and re-j 
sponsibilities. 
i 


The bid of Kurtz Brothers 
of' 


Clearfield, was accepted for school i 
supplies for both Starbrick 
and; 


North Warren Schools. 
: 


Progress on the school 


was reported. 


^^^ rt^H'- •* 


Only Few~of-a*Kind 


census 


AT THE HOSPITAL 


Admitted Tuesday 


George Conquer, Barnes. 
Harry Copeland, St. Marys. 
George Frederick, 
Clarendon 


RD 1. 


Mrs. Grace Stoudt, Youngsvtile. 
Zella Smith, Youngsville. 
Gertrude Miner, 201 Oneida ave- 


nue. 


Donald Brown, 400 Conewango. 


avenue. 


Jessie Cuthbertson, 220 Crescent 


Troxell, Sugar 
Mrs. 
Hatti* 


Grove RD 1. 


Discharged Tuesday 


Clyde Drum, 10 Elm street. 
Mary Ann Harrison, 23 Walnut 


•treet, 


Baby Girl " Patchen, Garland. 
James Graziano, 1315 Pennsyl- 


vania avenue, west. 


Mary Barger, 
109 S. Carver 


street. 


Edna Simpson, 201 Pennsylva- 


nia avenue, west. 


Mrs. Carol Snyder and baby, IB 


8. South street. 


Marion Thompson, 12 
Lincoln 


avenue. 


James Graham, Garland. 


Birth Record 


In Baltimore 


Mr. and Mrs. James U. Baley, 


Baltimore, Md., are parents of a 
daughter, Heather Lee, born in 
that city 'Tuesday, July 15. Mrs. 
Baley is the former Mari Lang- 
hans, daughter of Mr. and Mrs. Al- 
len Langhans, Warren. 


At Maternity 


Mr. and Mrs. Donald Quiggle, 


121 Grant street, a son July 15. 


Mr. and Mrs. Joseph Fazio, 124 


Pennsylvania avenue, west, a son 
July 15. 


LUDLOW 


Ludlow—Paul Johnson, East Or- 


ange, N. J., spent the weekend 
with his parents, Mr. and 
Mrs. 


John G. Johnson. 


Mr. and Mrs. Robert Olmsted, 


daughter Nancy, and son Bobbie, 
of Long Island, spent the Fourth 
of July weekend at the family 
home with Mrs. George w Olm- 
sted. 


Mr. and Mrs. John Davidson and 


Margaret Begeny, Wasmnpton, D. 
C., spent the holiday 
with 
Mrs 


John Begeny. 
] 


Mr. and Mrs. Kenneth Young- 


berg and children. Erie, spent the 
Fourth of July with Aaron Alfsen. 


Mr. and Mrs. Phillip Jones and 


family. 
Smethport, were holiday 


guests at the home of Mr. and Mrs. 
G. D. Swanson. 


Mr. and Mrs. Clarence Johnson 


and daughters. Erie, spent the holi- 


ON SALE THURSDAY FROM 9 A. M. to 9 P. M. UNLESS SOLD OUT EARLIER! 


First Come, First Served! Be Early 


GREATEST DINETTE SALE EVER 


More Dinettes Than You've Ever Seen Before at Four Sensationally Low Prices! 


All Are Complete 5~Pc. 
Sets With 4 Chairs and 
Table With 12-Inch 
Extension Leaf! 


LOOK AT THESE BIG VALUE POINTS: 


Double-tub* l«gs en all tablet in 'V for added strength 


All with rounded-comer tables that are so desirable! 


Bath 30x48" and 36x48" siie tables with 12" leafs! 


All tables with extension leafs become big oO" tables! 


All chair seats are buijt with shredded rubber far 
comfort! 


• Every chair and table built to give real strength and 


comfort! 
/ 


• All are four-legged chairs that will really last longer! 


COLORS: 
Look at the Stylos: 


AS LITTLE 


AS 
.' 


DOWN 


DELIVERS 


OR USE OUR LAY-AWAY PLAN! 


Reg. 99-^ sets 


5 Pieces 


low Save 49.95 49s5 


AN Famous 
Table Tops 


The table top strength is the strength of its ingredients 
. . . the combination of rock and steel gives these table 
tops the strength of steel with the hardness of rock. 


• Heat Resistant • Chip Resistant • Alcohol Resistant 
• Scuff Resistant eAcid Resistant • Burn Resistant 


Reg. 13990 Sets 


% 


5 Pieces 


j 


You Save 69.95 6995 


Yellow 
Red 
Green 
Black 
Blue 
Ivory 
Grey 
Aqua 


Beige 


Brown 


Two-Tones 


Patterns 


Oval and Oblong Style Tables! 
Rectangular and Elipse Tables! 
Mother-of-Pearl Type Table Taps! 
Grained Effect Table Tops! 
Bordered Pattern Table Tops! 
Solid Color and Two-Tone Table 
Tops! 
Nail-Head Trimmed Chairs! 
Rounded and Straight Back Chairs! 
Handle-Top Chairs for Easy Moving! 
Tables With Smart Aluminum 
Skirtings! 
Color Trimmed Skirtings on Tables! 
Color and Pattern Schemes for 
Every Type of Decoration! 


All 
Covered 


DURAN all plastic upholstery covering can be cleaned 
easily with a damp cloth or soap and water for more 
intense dirt! It's long-lasting! 


• Will Not Peel 
o Soft and Pliant 
• Scuff Resistant 


Reg. 17990 Sets 


5 Pieces 


You Save 39.95 8995 


Whether you need a dinette for the dining room, living room, kitchen, 
dan, 
nursery, porch, rumpus room, camp, lodge, beauty salon, or r*«- 


taurant, you'll find the set you want in thit tremendous selection. W» 
had to buy the entire surplus of a famous maker to get these tremendous 
savings for you. 
Be here early for the best selection! 
Hurry/ 
At these 


savings even this tremendous quantity will not last long. 


Some Sets Are Slightly Marred... 


but the blemishes are almost 


impossible to find. 


All Tables Are Stainless Steel Bound! 


Reg. 19990 Sets 


5 Pieces 


Yon Save 99.95 9995 


day in Ludlow and Wetmore with 
relatives. 


Mr. and Mrs. Raymond C Carl- 


son and daughter, Sue Ann, arnv-1 
ed on Thursday at the home of | 
Mr. anc! Mrs. Charles E. Carlson | 
to spend the holiday. Miss Sue is1 


spending a week with her grand-1 


I parent^ 
' 


1 
Mr and Mrs. Enoch Nelson and I 


Louise 
Nelson 
arrived 
Friday 


morning after having spent a few 
days In Ohio. 


Mr. and Mrs. Gust E. Anderson 


were weekend guests at the home 
of Mr. and Mrs. Harry Anderson 
in Jamestown. 


Mr. and Mrs. Edgar Carlson and 


family. Pittsburgh, arrived Thurs- 
day at the home of Mr. and Mrs. 


1"si^B««£iiSHBBaiH^nv^aBflSlBHBHBlB^SB^SB^BlSBjnBj 
otice! 


CHANGE IN 


STORE HOURS FOR THIS WEEK 


Due to Circus 


WEDNESDAY—Close 1 P. M. as Usual 
THURSDAY—Open from 9 A. M. to 9 P, M. 
FRIDAY—Close Friday Evening 6 P. M. 


Gust Carlson and motored from 
there with the Carlsons to Buffalo, 
where they visited relatives, com- 
ing back to Ludlow Sunday. The 
Loyall Elders and Robert Fishers, 
Pittsburgh, were Sunday guests 
at the Carlson home. 


Mr. and Mrs. Frank Nelson and! 


Reynold Nelson arc touring the 
New England States while on va- 
| cation. 


Mr. and 
Mrs. 
Wm. 
Brinker, 


Bradford, were weekend guests at 
the J. S. Mattison home. 


j 
Mr. and Mrs. Durand 
Felter, 


I West Springfield, Mass., spent the 


i weekend at the home of Mr. and 


Mrs. 
E. W. Swanson. 


Mr. and Mrs. Wm. Hanson were 


holiday guests at the home of Mr. 
and Mrs. Arthur Hanson In War- 
ren. 


Mr. and Mrs. Ed Johnson and 


son, Roger, Brooklyn, are vacation- 
ing at the home of Mrs. Alfred 
Johnson. 


Allen Nelson, Mrs. Alfred John- 


son, Mrs. Albert Bramstrom, and 
Mrs. Axel Nelson spent the week- 
end at a family reunion in Canton, 
O. 


IMPORTANT POST FOR 


YOUNGSVILLE MAN 


Jack W. Schumacher has been 


named director of promotions of 
the Erie Dispatch, WICU-TV and 
radio station WIKK, It has been 
announced 
by 
Owner 
Edward 


Lamb. 


A graduate of Youngsville high 


school, Schumacher Is the son of 
Mr. and Mrs. E. J. Schumacher, 
634 East Main street, Youngsville. 


Prior to accepting his new posi- 


tion, Schumacher served as direc- 
tor of public relations at Gannon 
College and editor of Uje Erie 
Bowling Journal. 


A graduate of Gannon College, 


Schumacher formerly served as a 
sportswriter and deskman for five 


with the Brie Time*. 


THE CAPTAIN HAS A GREEN THUMB-Many a sea-faring man has dreamed of hi. own little 
plot of ground where he can garden to heart's content—tout Cent. J. Traynounaster of the British 


A* REN. 
PA 
T I M E S . M I R R O R , W E D N E S D A Y . JULY 
1 6 * 
1 9 5 2 . 
» i 7 t 


METZGER-WRIGHT'S SEMI ANNUAL REMNANT 


A11S.XW 


Final! 


No Sale 
Goods 


falnn Back 
For Credit! 
to Exchanges 
No Money 
Refunded! 


'THE FINAL CLEAN-UP TIME' 


Fhursday - Friday -Saturday 


"GREAT HALF-YEARLY EVENT!' 


STORE HOURS 


THIS WEEK 


Thursday— 
9 a.m. to 9 p.m. 


Friday— 
9 a.m. to 6 p.m. 


Saturday— 
9 a.m. to 5 p.m. 


July 17th -18th -19th 


Women's Apparel 


Broken Lot to 22.95 Wo- 
men's, Misses', Junior Dresses 
Broken Lot to 19.95 Wo- £1A 
men's, Misses', Junior Dresses * IV 
Broken Lot to 16.95- Women's, 
Miss*s', Junior Dresses 
Broken Lot to 10.95 Women's, 
Misses', Junior Dresses 


• On* Group of Dresses to 
8.98 value now at _ 
Entire Stock Summer and Spring 
Coats, long and Toppers, to * 1O 
39.95 value now at 
^ I m 


Toppers in solid, checks. 
Tweeds to 29.95 value 
Entir* Stock of Misses and 
Junior Suits to $55 . 
Entire Stock to 39.95 Miss- 
es', Junior Suits 
Entire Stock to 29.95 Miss- CIA 
•s', Junior Suits 
.'._... * I T 


Giris1 & Teens1 Wear 


Tables of Broken Lots Dresses, Skirts, 
Blouses, Sweaters, Polos and many 
other Items to 6.98 value 


$1 $2 S3 $4 


Girls' Cotton 7 to 14, 1.99 1 CO 
Regular Dresses 
___*.... |*»* 


Teens' 10 to 16 Reg. 7#8 
Skirts. Cotton, wool 


Infants' Wear 


Regular 1.19 Boys' Sweaters 
now at _ 
Brother and Sister 8.98 Spring 
Coats. Nautical 
Regular $1 Sizes I to 3 Sun- 
suits now 
_ 


Regular 2.98 Organdy Bon- <1 
nets now at 
_ 
I' 


Regular 1.98 Crinoline Baby 
Bonnets now at 
Odd Lot Boys' White Shirts. «£<• 
Regular 1.98 at 
* I 


One rack of Dresses to 4^ 1 to 
5.98 values. I to 6X. * I 
Girls' 3 to 6 Regular 2.98 
Swim Suits now at 
Boys' Regular 1.98, 3 to 6 « |Q 
Swim Trunks at 
••" 


9 months to 24 months Regular 2.98 
Boys' Seersucker Eton Suits 
at 
.'. 


Reg. 39c Training Pants, 
for i 


extra absorbent Cotton 


1.69 


$1 


Sportswear 


Regular 
1.98 Turtle Neck 


Sleeveless T Shirt, at ........ 
Regular 1.98 Cotton Popcorn Stitch 
Hat to match T Shirt now 
at .......................................... 
Matching 
Shrug 
Shouder 


2.98 Regular now at only .. 
Helen Harper 3.98 Regular 
Turtleneck Sweaters at ...... 
Leisure Jackets Reg. 5.98 
<% OO 


Coton Knit. Red, White, Blue*l'TT 


One Table of Blouses to C 1 
7.98. Tailored, Dressy.. * I f. 
One Table to 3.98 Sweaters. 
All types at only 
Group of Slightly Soiled to 
1.98 T Shirts now only ........ 


1-99 
Z.44 


Notions 


Clauss Pinking Shears. R*g. 
4.98, now at 
Wall Racks. Regular 2.98, 
now, at only 
Swim Caps, Famous Mak*. 
Plain. Reg. 98e, at 
Odd Lot of Notions, Garment Bags, 
Sweater Forms, and 1 /. to 1 /_ 
u 
,_ 
«ri- '/^ 
l/^ 


Corsets - Bros 


On* Group to 2.25 Brassieres. 
All sins now at 
On* Group of Brassieres to 
$1 V«lu* now at only _ 
Two-Way Stretch Regular to 
3.98 Girdles now «t only 


Lingerie 


On* Group of Slips to $3, Six- 
M 32 to 40, now it only ------ 
.Nylon Pantos, six* 5. Reg. 
98*. Blu*. whit., pink ------ 
Regular 1.98 Shorty Pajamas m IJL 
fin* Cotton, 32 to 40 siz*s. I *™ 
Regular 1.35 Ch*mis* in shes 
34 to 46, now at only ...... „.,.. 
Crinoline Petticoats. Rag. 
5.98 in all styles and sizes. 
Lace Bodie* R*g. 2.98 Mul- V QO 
trf.lament Cr*p* Slips at I*TT 


Rayon Knit Briefs In six- 
for 


•s 5, e, 7. R*g. 39e at 


Hen's W 


2.59 to 3.95 values in Dress 
Shirts, few slightly: soiled 
Cotton Sport Anklets, ^ for 
55e Regular Values — <5 
Man's to 3.95 Value Paja- 
mas, few slightly soiled, at 
$1 and 1.50 Valu* Men's 
N*ckti*s Reduced now to .. 
3.50 Value Men's Leather 
Wallets. All types at _.. 


1.99 


SI 


1.99 
pin tax 
2.W 
1.59 
3.77 
1.27 
2.77 
1.88 


Men's Famous Make Cor- 1 C 99 


M.n;» 3.98 Sport Shirts. As- 
sorted fabrics at _ 
Men's 1.98 Val. Short Sleeve 
Sport Shirts. 2 for $3 . 
Men's to 6.95 Long Sleeve 
Sport Shirts now at only .. 
Men's 1.95 and 2.95 Knit 
Polo Shirts now at only — 
Man's 3.98 and 4.98 Swim 


- Trunks. All types, styles at 


Men's. Cotton Coat Sweat- 
ers. Regular 2.29 reduced to 


9.97 


duroy Sport Coats, 22.95 
Men's 11.95 Lined Gabar- A OQ 
din* Jackets. Goo*1 select. O'77 


Men's 
12.95 Terry Cloth 


Robes now at only — 
Men's 
Seersucker 
Robes. 


Reg. 5.49 in a small fixe at 
Men's Wool Gabardine 1 A OO 
Slacks. 15.95 Regular at lU*77 


Shorts in Boxer and Gripper 
styles. 
Reg. 79c at 


Men's Nylon Shorts. Reg. 1 37 
1.59 in patterns, solid colors I *" 


Miscellaneous 


Copy of famous make Table 
Lighters, regular 3.98 
Original edition to $5 books 
fiction, non-fictions, adults, 
children's. 
Floral Not* Stationery, Reg. 
79c and $1, now only 


Leatherette Items Reduced to Clear: 
Regular $2 Desk Pads. 
«| ^Q 


Now at only 
_ 
I **T 


Regular $2.50 Wast* Bas- *J 7Q 
k*ts, now only 
I «/T 


Regular 2.50 Photo Alburns. 1 7O 
New at 
I •• T 


Regular 2.60 Scrap Books, •! 
now a* 
_ | 


Assorted Greeting Cards V«l. 
t» SOe, now at only 


Summer Hots 


All Types of Summer Hats—Straws, 
Fabrics. 
To I0.9B *A end 


V.lu*s 


Accessories 


Handbags. 


P'ui 
tax 


types — 


*« 


Clearance of Summer 
Reg. 1.98, top handles, 
drawstrings 
— 


On* Group Reg. $1 Head- 
squares, and Neck Scarfs.... 
On* 
Group 
Headsquares 


and Neckscarfs, reg. 79e.~. 
A large Assortment of 
Regular 
59c Jewelry 


at 
_ 
, 


Reg. $1 New Summer Jewel- CO.* 
ry. Reduced now to 
<9* 


Group of Summer Handbags. 
2.98, Reg. Straws, fabrics, ^ 79 
plastics, now „ 
afs*** 


Women's Umbrellas. Reg. 
3.99. Solid colors, now 
Women's plastic Billfolds. Reg. 59c 
in assorted colors 
AAfP\M 


at 
.' T«^ tai 


Summer Belts, Reg. $1 In 
assorted colors, now 
Women's Taffeta Ascot Ties "f "Tc 
Reg $1, now at 
i Iv 


Group of Black Sheer Nylon 
Gloves, $1 Reg. at 
Clearance of Women's Ank- 
lets, 25c Reg. assorted pas- 
tels. 
Triple Fold Anklet., Reg. 
AAf 


59e, soft spun cotton at 
T^ 


Double woven cotton Gloves • 
Reg. $2, assorted colors 
Close-out semi-service. Reg. 
1.25 Nylon Hose at 
Metal Compacts Reg. 1.25, 
square, round styles 


18c 


1.44 


Ic 


Toiletries 


Toilet 
Soap in Assorted 


fragrances. TO cokes 


Assorted Perfumes in the '/» ounce 
size. Regular 39c 
•• ftp p'us 


now at .... 
tax 


Bed 4/6 size. Reg. 21.98.. 
Headboard for Hollywood £ 
Bed 4/6 size, Reg. 16.75 at * 
Silk 
Boudoir 
Lamp Shades. 


Slightly soiled. Reg. 2.19 value. 
Aluminum Folding Chairs. £ 
Regular 15.50, now at — * 


Furniture - Lamps 


Regular 3.95 Smokers, metal 1 AA 
with chrome, now at 
I •"** 


Bridge Lamps Complete with 
plastic shades, Reg. 8.95 
Bronze 
Floor Lamp. Reg. CT >l 


17.95 complete with shade.."9 It 
One only Aluminum Regular 25.00 


< Lounge Chair with blue 1 "V OC 
covering at 
_ 
I §*** 


Peel Cane Sette, Reg. 
19.95, to clear only 
Famous Simmons Studio Lounge with 
maple arms, converts into full size 
bed: 
Regular 109.50 
now at 
Regular 99.50 
now at 
_ 
1 


Minute Mount, 2 Light ceil- 1 OO 
ing lights, Reg. 2.59, at.... I «TT 


Hollywood Bed Sets, mattress, spring, 
headboard, legs. Regular 
59.50, now at 
Headboard for Hollywood Cil C 


$89 


84-50 


Towels 


DuBarry Towels in Decorator Colors 
now at Special Prices. 


Bath Sire at 
1 '44 


Hand Six* at . 
. 
_ 


Wash Cloth at 
35C 


Check Turkish Towels. 
Regular 39c. 


Blu*, Gold, Green, and ** for * 1 
Rose 
3 
* I 


Odd Assortment of Turkish 
AAf 


Towels. 
Regular 59e, only ™§™ 


QlAp 
*"fv 


Curtains - Drapes 


Orion Lac* Curtains Regu- "V QO 
lar 10.95 in 36"x8J" size. Pr. I"¥ip 


Odd Size Cloth 1.98 Win- 
dow Shades now at only-- 


Seconds in Window Shades. 
If perfect 1.69-ea. now at 
Festoon 
Holder. 
Regular 


49c 
_ 
—-Pr. 


Festoon Rings. Regular 89c 
at 
_ 
- 
Pr. 


Group of Soiled Curtains, not 1 / 
all sizes in each style. OFF / 2 


Traverse Rods 28" to 48" | CO 
Extension. Regular 2.29 at I * 


Travers* Rods 48" to 84" 
Extension. 
Regular 3.50 at 


Remnants of Drapery Mater- 17 
ial. Good selection 
OFF / 9 


Plastic 
Draperies 
90" 
long. 


Regular 1.98 pair now at 


Hankie 
Rayon 
Priscilla Curtains. 


Regular 5.98 pr. 
48"x90" 


now 


Hankie Organdy Priscilla Curtains. 
42"x90" to pair. Reg. 7.50 
now at 
— 


a 
^S^IMI •«•••••• 
s: 3.98 


~~ "Mattresses - Springs 


I Set only Mattress and Springs. 4/6 
Slightly 
Soiled. 
Regular 


$119 for 
_ 


4/6 Box Springs. 
Regular 


$65 Slightly Soiled now at 


4/6 Mattress, Slightly Soil- Cl C 
ed. 
Regular 39.50, now at * I 3 


Special Purchase Sale of Englander's 
Featherest Mattress and Box Springs. 
Full or Twin size, 39.50 
Regular, now at 


Rugs 


Carpet Samples 27x54. Regular 3.79. 
Values to 16.50 Sq. Yd. O 99 
now at .......................... Each ••* 


Group of Throw Rugs. Good | / 
Selection of Colors ......... OFF / 2 


Rice Straw Porch Rugs Reduced to 
Clear. 


Reg. 
1.98, 3x5, now at . ..... ••'* 


Reg. 
4.99r 6x9, now at _... 


Reg. 
6.75, 6x12. now at .._ 


Reg. 
9.99, 9x12, now at — 


5*" 


Appliances 


Floor Samples of 
1951 and 1952 


Models of these Famous Make Ap- 
pliances. 
$5 Down Delivers Any 


Appliance up to $200. $10 Delivers 
any Appliance over $200. 
Take 2 


years to Pay Balance. 


Tappan Gas Range. Regular 199.50 
with your old Appliance. Cl CO 
now at only 
* I 37 


Frigidaire Electric Range. 
Regular 


329.75 with your old Ap- 
pliance, now at only .... 


Frigidaire Freezer, 12 eu. 
R. Reg. $429, now at.... 


Easy Cabinet Ironer. Reg. 
189.95, now at 


Ambassador 8.2 Cu. Ft. Refrigerator. 
Regular 209.95, now with £| CO 
your old Appliance, at * 197 


Ambassador 1952 Model Refriger- 
ator. 
Regular 
299.95, 


with your used Appliance 


\ Group of Youngstown Wall 
and Bas* Cabinet*. ; 
OFF 


Yard Goods 


Spartan Muslin 36 inch. Reg- 
ular 29c yard now 
Black Rock Muslin. 
Regular 


39c. 36" width, now at 
Bleached Muslin. 
Regular 


45c yd. 36" width, at 
42" Pillow Tubing. Regular 
89c yard, now at 
_. 


Novelty Skirt Pattern Prints. 4 yard 
patterns. 
^ OO end A OR 
Y rd 
^.TO 
*i|«aO 


Regular 39c Percale ^ yds. f> V 
Prints. Good selection O 
* I 


PastelN Organdy. 
Regular 55c yd. 


Green, Pink, Yellow. ^ yds. J^ 
now only _ 
a» 
• 


Rayon Butcher Linen. Regular 1.25. 
Yellow. Grey, Black, White. AO* 
now at only 
_ 
* f 


Printed Sheer Rayons. Reg- 
ular $1 yd., now at 


Rummage Cottons, Rayons, Wools. 


Reduced to 
/2 ° /3 


Blankets » Linens 
Domestics 


Dawn Glo Blanket. 25% wool, 72x84 
size. Regular 9.98 now at t 
QO 


the special price of _ ........ O*T * 
Colored Muslin Sheets. 72x 
108. Regular 3.39, now at 
Mattress Protecto Mat. Reg- 
ular 1.98 reduced to ........ 
Stamped Linen Chair Sets 
and Towels. 
Regular 1.25 


Soft Spun Summer Blankets. 
Reg. 3.49. 72x90. Grey, Blue 
Chenille Bedspreads. Reg- 
ular 6.98. 
8 only at ...... L. 


Belleaire Sheets and Cases. 


1 89 
.„,_._. ,_. ______ ... 
•"* 


1 99 
.,T, _____ ..... ____________ •**• 


2 19 
.„, ____________________ •" 


42x36 Regular 69e Cases ~ 


45x36 Regular 75c Cases - 
Sunshine Pillow Cas- *% for 
es. 50c Reg. 42x36 aft 
Supreme. Mattress Covers. 
Regular 3.98 Salex .............. 
Supreme Mattress Covers. A AO 
Regular 4.98 at _______ i. ________ ".K" 


O/C 


China - Glassware 


Imported China Dinnerware. Several 
Patterns from which to 
choose. 


Regular 89.50 Value ____ 


Regular 95.50 Value _________ 


Regular $125 Value at .. 


16-Piece LuRay Set of Dish- 
es. Regular 5.95, at .......... 
7-Piece Beverage and Juice 
Set, 
to 1.39 Value .............. 


15-Ounce Hollow'Stem Pits- 
ner. 
Regular 25c Each, at 


Demitass Cups and Saucers. 
Reg. 
85c Value, now at only 


20-Piece Set of Dishes. Reg. 
4.95 Value, at only ................ 


I Set only 89.95 Domestic 
China Dinnerware at .......... 


English China Salad Plates. 
Reg. 
2.10 Each, at only ........ 


Shoes 


Women's Summer Play ShoM in All 
Whit* and Colors. Narrow and 
Medium Widths. Sins 4 tot. R.g- 
ular.J.M and 4.95 Valuas, «> O4 
Now 
at."1 


Boys'Wear 


'•" 1.33 


1.79 
1.99 
1.17 
77c 


Boys' Short Sleeved 
Sport Shirts at 
_ 


Boys' Regular to 2.50 Swim 
Trunks at 
Boys' Short Sleeved Sport 
Shirts, Rayon. Reg. 2.49 at 
Short Sleeved Polo Shirts. 
Reg. 1.69, 1.98 at 
Sanforized Cotton Shorts. 
Reg. 1.19. 4 to 12 sizes 
Cotton Anklets. Sizes 8 ^ -I 
to 11. 
Regular 45c .... O 


Boys' Suits, Jr. Leisure. Siz- 
es 4 to 8. 
Reg. 6.98, at .. 


Boys' Suits, to 19.95. Broken 
sizes of Gabardines 
Jackets, unlined and lined. 
Broken Lots to 8.95 at 
Wash Suits, Polo Shirts end 
Slacks. 
Reg. 3.98 at 


Wash 
Slacks, 
Gabardines 


and fancy Checks 
Long Sleeve Sport Shirts. Assorted 
Odd Lots. 
Regular 2.98, « QQ 


3.98, at 
I «TT 


Long Sleeve Sport Shirts. 
Regular 


1.98. Solids, fancy patterns m L*j 
Sanforjzed 
|-°* 


8-99 


2-99 


Lawn Tools Reduced 
for Clearance 


Long Handled Grass Shears 
on Wheels. 
Reg. 3.75 at 


Hedge Shears. Regular 4.25 
at 
- 


Regular 2.05 Grass Shears 
at 
_. 


Regular 2.95 Pruning Shears 
at 


2-99 


1.60 
1.99 


2-19 
1.99 
2-39 
1-23 


69c 
33c 
89c 
'/4 


Housewares 


\ 


4-Piece Cannister Set. Reg- 
ular 3.29 at 
- 


Porch Gates. Regular 2.50 
at 
Porch Gates. Regular 2.98 
at 
Regular 
1.47 
Household 


Brooms. Tightly Sewed at 
Pearl 
Hampers. 
Floor 
Samples. 


Slightly Marred, to 9.50 f OO 
Regular at 
Q.TT 


Laundry Bags. 
Regular $1. ^"f<* 


Reduced to Clear at ....--.. I tfc 


Heart Molds. Regu- ^ for 
lar I5c now at only «tf 
Meat Cleaver. 
Regular $1 


now at only 
Waste 
Baskets. 
Regular 


49c now at only 
Liquid Moth Spray. 
Guar- 


anteed 5 years. Reg. 1.25 at 


Water Toys ._ 
_ 
OFF 


Plastic Mixing Bowls with f LL 
Suction Base. Reg. 3.25 at I *ww 
All Metal Lawn Mower ] £ Q C 
with Rubber Tires. 23.95 I O*7' 
Power Lawn Mower with Briggs & 
Stratton 
Engine. 
Reg. O>A Cf) 


110.95, at 
O*f •«fw 


Metal Ironing Board. Reg- f 
ular 9.95, now at 
O 


4-Piece Cannister Set. Regular 
6.50 Aluminum, at 
Aluminum Foil. Regular 35c 
-th* Box now at only 
Stainless 
Steel 
Flatware. •• £~ 


Regular 29c Each now at .. I O 
Novelty Cookie Jar. 
Regu "I CA 


lar 2.20, now at 
I •*•" 


Pearl Plastic Toilet Seats, Bath Room 
Shades. 
Regular 8.95 now "J QQ 


at 
I* 


Paper Towels. Regular 
20c 


the Roll now 
6 rolls 


Plastic Cannister Sets, Reg- 
ular 1.69, now at only 
Regular 
35e 
Dust 
Pans. 


Strongly made, at 
Aluminum Mixing Spoon. Reg- 
ular I2c Each, now at 
Black Rubber Mats. 
Regu- 


lar 1.25, now at only 
- 


Air-a-Sol Bomb. 
Kills In- 


sects. 
Reg. 1.19, at 


MA 
'^1 
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Society 


Marilyn Louise Smith Becomes Bride 


;,Of James L Miller in July 12th Rite 


Marilyn Louise, daughter of Mr. 


and Mrs. Melvm T. Smith, 
1003 


Conewango avenue, chose July 12, 
the 20th anniversary of her par- 
baits' wedding, for her marriage 
to James Louis Miller, son of Mr. 
and Mrs. Raymond J. Miller, War- 
ren RD 3. 


The double ring ceremony took 


place at 2:00 p. m. in First Bap- 
tist church, the Rev. Leland Hone 
hearing the vows before a floral 
setting of palms, candelabra and 
summer garden flowers. Harriet 
Lind was organist and 
Charles 


Smith, brother of the bride, sang 
"Always", "Because" and 
"Sav- 


iour, Like a Shepherd Lead Us". 


Given hi marriage by her fath- 


er, the bride appeared in white 
satin with long train and earned 
a satin Bible topped with a white 
orchid and showered with sweet 
peas and satin streamers. 
The 


nylon lace yoke of her gown was 
outlined with seed pearls to match 
the tiara which held her finger- 
GOOD Will 
OFFER! 
MOREKKYQURMONB 
iiffe* Improved StorDurf 


jff 
- •—*"f ' 


CMNON 


DISH, 


TOWEL 
bhtoS&Qrrnto 


tr^CIAMTStZI, 


^S^^^^^^^RW 
;Uok what you gel f 


ijMelc"""*1"^ 
Silver 
Dust 


1. Wonderbubble 
•uds get clothes 
cleaner. Speed 
duhwuhingf S>fe 
for hands. 
2. Genuine full 
size Cannon Dish 
Tbwel 
Line-free, 
abiorbent Worth 
2?c( or more. 


« 
^"^w. ' 
r ' • 
7 \ J 
I J 


MORE FOR YOURMONEV 


THM ANY OTHER WASHING PRODUCT! 


tip veil and her pearl necklace 
was the bridegroom's gift. 


Attending 
her 
were 
Valerie 


Lemmon as maid of honor; Anita 
Miller, sister of the bridegroom, as 
bridesmaid, and Annette Smitli, 
the bride's sister, as junior brides- 
maid. Miss Lemmon ih yellow and 
Miss "Miller m blue, wore strap- 
less, floor length gowns of nylon 
net over 
taffeta, 
with small 


shoulder capes. Picture hats and 
shoes matched their gowns and 
each carried a colonial bouquet of 
yellow rosebuds. Similarly attir- 
ed in pink, the junior bridesmaid 
carried pink rosebuds and had a 
matching head bandeau. 


Arthur Anderson served Mr. 


Miller as best man 
and 
ushers { 


were Daniel Jackson and Thomas 
White. 


The bride's mother was in dark 


blue with white accessories, Mrs 
.Miller chose aqua 
lace, 
while 


grandmothers of the couple, Mrs. 
Warren Gilson and 
Mrs. James 


Miller, Sr., wore black and pow- 
der blue, respectively. Each had 
a shoulder corsage of yellow rose- 
buds. 


A reception for 175 guests fol- 


lowed immediately in the Smith 
home, where a five-tiered cake was 
trimmed with laced hearts 
and 


topped with miniature bridal fig- 
ures. Candelabra, 
white 
sweet 


peas and carnations'completed the 
setting. Cutting the cake was Mrs. 
Benjamin White, assisted by Mrs. 
Waldo Hamblln, while Mrs. War- 
ren Gilson and Mrs. James Miller, 
Sr., poured. Mrs. Paul McElhat- 
tan had charge of the guest book 
and other aides were Mrs. Mar- 
shall Hedges, Mrs. LeRoy Fred- 
ricks, Mrs. Norman Anderson and 
Beverly Hamblin. 


Out of town guests came from 


Westfleld and Niagara Falls, N. 
Y.; Washington, D. C ; Ashland, 
O.; Clarion, Russell, Grand Valley, 
Chicora, DuBois, Claridge, 
Mc- 


Keesport, 
Allqulppa, 
Edmboro, 


Youngsville, Pleasantville, Mercer 
and Garland. 


After a wedding tnp through 


the New England 
States, 
the 


couple will be at home to friends 
m Warren RD 3. For travel, the 
bride chose a suit of light 
blue 


linen, with white accessories and 
an orchid. 


Member of this year's Warren 


High graduating class and em- [ 
ployed in the office of Dr. John 
Lasher, the bride was honored by 
the following with pre-nuptial par- 
ties: Her aunt, Mrs Phillip Smith; 
her grandmother and aunt, Mrs. 
Warren Gilson and Mrs. W. Hamb- 


lin; JoAnn Bednles; Irene Hedges 
and Mrs. Charles Berdine; Valerie 
Lemmon; Mrs. Raymond 
Miller 


and Anita Miller, mother and sis- 
ter of the bridegroom. 


The bridegroom, graduated from 


Warren High in 1948 and from 
Clarion State Teachers College in 
1952, 
is employed by the Depart- 


ment of Highways. 


News Notes From 
Clarendon Area 


Ann Vicini, delegate, and Rose j 


Pusateri, alternate, with the for-1 
mer's son, Larry Vicini, are in, 
Pittsburgh this week to represent 
Marshall Larsen Auxiliary 314 at 
the state YFW Auxiliary conven- 
tion. 


Mr. and Mrs. Donald Ivan, of 


Duquesne, were weekend guests of 
Mr. and Mrs. Anthony Vicini. 
- 
! 


Mr. and Mrs. Dominic Juliano, | 


Erie, have been visitors of the) 
Lewis Vicini family in Weldbank 


Frank Scalise of the American 


Legion Home in Warren, Mr. and 
Mrs. James Scalise and Mrs. Lew- 
is Vicini attended the 
Tigano- 


Mucha wedding at Dunkirk last 
Saturday. 


Mrs. Fannie Shick, Mr. and Mrs. 


Vincent Rippey and Mrs. 
Mary 


Rosenhoover, Johnsonburg, were 
guests last .week of Mr. and Mrs. 
Ernest Wykoff. 


Mr. and Mrs. Amos Thomas, 


Clarendon, have returned from a 
motoar trip to Atlantic City. 


Mr. and' Mrs. Donald 
Vicini 


spent Sunday at the Peninsula at 
Erie. 


Williamspori Girl 
Becomes Bride of 
Former Local Man 


Early summer bndes 
in Wil- 


liamsport Include Mrs. John C. Me- 
Laughlln, Jr., whose new in-laws 
are Mr. and 
Mrs. Jqhn C. Mc- 


Laughlin, formerly of Warren. 


The bride is the former Sarah 


Jane Stein, daughter of Mr. and 
Mrs. Henry J. Stein, also of Wil- 
liamsport. 
She is a graduate of 


the University of Pittsburgh and is 
a teacher in the McKeesport school 
district. 


Mr. McLaughlJn, alumnus of St 


Vincent's College in Latrobe, holds 
a master's degree from Pitt and is 
employed in the accounting depart- 
ment of National Works, National 
Tube Division of the U. S. Steel 
Corporation. 
_ 
' 


Following- an eastern wedding 


trip, the newlyweds are residing at 
2109 Lament avenue, McKeesport. 


Their marriage took place on 


June 21 in St. Pius church, the 
Rev. Thomas Murphy 
officiating. 


In the bridal party were, William 
H. Stein, who gave his sister in 
marriage; Sarah Nee, cousin of 
the bride; Joseph J. Rubino, best 
man; George C. Fischer and Don- 
ald P. Farrell, ushers 


Among the wedding guests were 


Mr. and Mrs. Paul Gray, 4 Biddle 
street, Warren. 


COMMUNION SERVICES 


AT SUGAR GROVE 


Sugar Grove—The Rev. Kerch- 


ner, stated clerk and general pres- 
byter of Erie, will conduct the 
communion service Sunday morn- 
ing 
in the 
local 
Presbyterian 


church and assist Pastor Melvin 
Rein with the morning worship. 


Rev. Palmer Taylor, pastor of 


the Methodist church, was assisted 
in last Sunday's communion serv- 
ice by a former pastor, Rev. E. L. 
Boiling, of Duncan, Ariz., and Rev. 
Elliott, missionary from Alaska, 
who, with his wife,' is visiting the 
latter's mother, Mrs. Ethel Bloom- 
ster. 


NOTICE 


Dr. McCune will be on vacation 


for 2 weeks. His office will remain 
open. 
7-14-3t 


MRS. FALCONER IS 
GUEST FOR SHOWER 


Lander—Mrs. Gerald Falconer 


was honored guest for a shower 
party given by Shirley Swanson 
at the latter's home. Contests 
were enjoyed, with honors going 
to Mrs. Donald Ludwick, Mrs. Bel- 
mer Hitchcock, Mrs. Gordon John- 
son, Mrs. James Dalrymple, Nor- 
ma and Marion Mills, and1 Margar- 
et Olmstead. 


The honored one was presented 


with lovely gifts 
of revere and 


aluminum ware and. to conclude, 
refreshments were served by the 
hostess. 


American and 
European 
Plans 


• Plantation Room. * 
• Cocktail Lounge * 
• Coffee Shop • 


TELEVISION • SUN OEC<S 
Ttltphont Atlantic, City 5-0141 


AMIRICAN AND EUROPEAN PLAfM 


A 
Coach-and4-Four 


Cocktail Lounge 


EUROPEAN PLAN 


ATLANTIC CITY'S POPULAR 


LARGE ATTENDANCE 
AT MARINES' PICNIC 


New members were In evidence 


last night as the'General Joseph 
H. Pendelton OeUchment of the 
Marine Corps League enjoyed a 
family picnic at Hackney Mead- 
ows with an attendance of almost 
50. 


Mrs. Helen Pendleton Rockwell 


of Warren, was an honored guest 
as were Miss 'Janet 
Keir and 


TSgt. Ray Turk, USMC, of James- 
town, whose wedding will be an 
event of August 8. 


Long tables were set on the 


lawn and the perfect weather ad- 
ded to the pleasure of the event. 
Mrs. 
Amanda Grindley prepared 


her famous chili con carne and 
members' wives brought a varied 
assortment of 
delicacies.1 Clyde 


Baker provided accordion 
music 


with "Mbntezuma" as a feature. 


Two recently discharged Marines, 


Charles Dorotics of Sheffield, and 
William Lauffenberger of Youngs- 
ville, attended as did Lt. and Mrs. 
Robert Dietsch, Mr. Dietsch hav- 
ing been discharged 
from 
the 


Army after serving a hitch which 
followed previous service in 
the 


Marine Corps. 


FARMINGTON GRANGE 


Lander—Master Lynn Burgett 


was in charge of the regular meet- 
ing of Farmington Grange No. 839, 
when Evan Wilcox was appointed 
to see about paint for trimming 
the building when the Job of re- 
siding has been completed. 
Mrs. 


Maurice Strickland was report- 
ed ill and another report showed 
514 55 realized from the recent 
bake sale. For the program, Evan 
Wilcox talked on Grange Ritual. 


CLUB 'PLANNING 
FAMILY OUTING 


Russell—TF 
Club 
members, 


holding their regular meeting0 at 
the Mattison-Fehlman camp, plan- 
ned a family picnic for July 20. 
In attendance were 12 members 
and, one guest, 
Mrs. 
Lawrence 


Brigrgs. A picnic supper was en- 
joyed and members were reminded 
of the next meeting, at the home 
of Mrs. Hugh McKelvy. 


BURT FAMILY 


Sugar Grove—Mr. and Mrs. F. 


A. Schoonover were host and host: 
ess for the annual gathering of the 
Ashur Burt family, with 45 per- 
sons present from Olsan, Port Al- 
legany, Erie, Rochester, Driftwood 
and Sugar Grove. Mrs. Milton Mc- 
Lallen, of Visalla, Calif., called by 
'phone during the afternoon to 
extend greetings. 


Rich deposits of long-fibre as- 


bestos were discovered in southern 
Quebec in 1877. 


NOTICE 


The Warren City Lines will fur- 


nish extra number of busses to 
run. direct to Circus Grounds and 
return trips after the Circus— 
both afternoon and evening of July 
18th. 


July 16-2t 


I 


RED CROSS 
FAMOUS NAME 


regularly 


10.95 to 12.95 


values to 


10.99 


Those famous Red Cross Shoes sold around the world 
for 10.95 to 12.95 . .. Now at Betty Lee for just 7.90. 
You'll wait six long months before another Red 
1 Cross 


Shoe Sale. High, low and medium heels — in a huge 
selection of sizes and styles. Pumps, straps, wedgies. 
In mesh, leather, linen. Also Foot Flairs, value 10.99 
—now 5.90. Gals of Dunmore, value 9.99 — now 5.9t) 


Value plus style you can't beat it. 
Beautiful Connie, 


Jacqueline and Sanders off Boston all summer styles in 
high heel, low and medium wedgies. Large selection 
of styles—not all sizes in all styles. Come early for 
best selection. Values from 6.99 to 10.99. 
Pumps, 


Straps, Wedgies. 
In suede, leather, linen. Novelty 


styles. 


Large Gathering at 
The Baxter Reunion 


Wilder Field at Irvine waa the 


acene of a fine get-together wfcen 
o2 members of the Baxter family, 
descendants of Mr. and Mra. Wil- 
liam J. Baxter, gathered for their 
annual reunion. 


Members hi 
attendance 
from 


away were Mr. anil Mrs. Carl Bax- 
ter and family, Sharon; Mr. and 
'Mrs. William Zeminick and family, 
Masury, O.; Mr. and Mrs. Char- 
lea Myers juid family, 
Trensfer, 


Pa.; Mr. and Mra. William Baxter. 
Jamestown, N. Y.; 'Mr. and Mra. 
Joseph Dugan and son, of 
B<iin- 


boro; Mrs. Albert Ecjistrom, Mead- 
ville. Guests were Mra. Dolly Al- 
len, Compton,« Calif., and Mrs. An- 
drew Homan. 


Following a delicious tureen din- 


ner served at one o'clock, a busi- 
ness session was called by Vice 
President Jerry Wallin. Mrs. Hazel 
Homan, secretary-treasurer, read 
the minutes of the last meeting 
and the folowinlg were elected as 
officers for the coming yearr Char- 
les Myers, president; Mrs. Albert 
Fox. vice president; Mrs. Walter 
Homan, secretary-treasurer. 


Committees for next year, ap- 


pointed by President Myers, were: 
Eats, Mrs. Samuel Fox, chaiiman, 
with Mrs. Charles Myers, 
Mrs. 


Benson Baxter, Mrs. Carl Baxter, 
Mrs. Jerry Wallin; entertainment,! 
Norris Baxter, chairman, and Eu- 
gene Fox, Albert Fox, Joseph Du- 
gan, Joseph Lawson. 


Activities for the day were con- 


cluded with serving of ice cream 
and cake. 


The next reunion will be held 


at Wildcat Park at Ludlow on the 
Saturday following July 4^, 1953. 


ERICKSON G'ATHERING 


Lander—Mr. and Mrs. Kenneth 


Erickson and children, Christine 
and Richard, of Memphis, Term., 
have arrived for a week's visit j 
with their parents, Rev. and Mrs. | 
Gustav Erickson. Kenneth Erick-1 
son is (he youngest son of the j 
local couple and is associated with 
the American Insurance Company 
in Memphis. 


.On Monday evening, the Brick- 


sons entertained with a family 
dinner honoring the visitors, guests 
including Patricia and Gregory Er- 
ickson" Rocl^ford, HI.; Mr. and 
Mrs. Oliver W. G. Erickson and 
their two sons, Philip and Roy, 
Mr. and Mrs. Everett E. Erickson 
and daughter, Andrea, Jamestown. 


Recent guests of the Ericksons 


were Mr. and Mrs. Andy Johnson, 
Mrs. Harold Adamson and Mrs. C. 
Anderson, Rockford, 111.; Mr. and 
Mrs. Douglas Milne. Mrs. Milne Is 
a niece of the pastor and her hus- 
band, serving in the TJ. S. Navy, 
has been transferred, from Balti- 
more, Md., to the San Francisco 
base after a recent return from 
Korea. 


WSCS MEETING 


Sugar Grove-=-Membe« of the 


Methodist WSCS will meet Thurs- 
day evening at the home of Flos- 
sie Broughtori, when the program 
will be presented by Mrs. Gene 
Elliott, missionary to Alaska, and 
Doris Bloomster, who leaves soon 
to begin her work among the Nav- 
ajo Indiana. 


ALTAR SOCIETY 


PLANNING PICNIC 


Plans are being made for the 


annual picnic of St Joseph's Altar 
Society, which will be held at 
Warr-Penn picnic grounds next 
Wednesday, July 23. Serving will 
ba at 6:30 p. m., and all attend- 
ing are asked to bring a tureen, 
rolls and table service. 


RUSSELL WBA 


Twelve members and one guest, 


Mrs. Elton Cable of Akeley, were 
present for the meeting of Rus- 
sell WBA, held at the home! of 
Mrs. Bert Fox. Dinner was served 
at noon and a pleasant afternoon 
spent with games. The next meet- 
ing is scheduled at the home of 
Mrs. Walter Thurston, Frewsburg. 


FRIENDSHIP CLUB 


ENTERTAINS HUSBANDS 
Russell—Friendship Club mem- 


bers, with their husbands as guests 
enjoyed a delightful wiener roast 
at the home of Mr. and Mrs. Harry 
Pearson. The next meeting of the 
group will be on July 25 at the 
home of Mrs. Charles Pearson. 


LADIES AID CANCELS 


The regular meeting of the First 


Lutheran Ladles Aid Society, plan- 
ned for Thursday, will be canceled 
because of the death and funeral, 
of one of Its members, Mrs. Lorena 
M. See, 116 Grant street. 


ENGAGEMENT 


Mr. and Mrs. Wendell Burgett, 


Lander, announce the engagement 
of their daughter, Janet Marie, to! 
John Martin Abbott, son of Mr. 
and Mrs. Ralph Abbott, Sugar 
Grove. 


ROCKWELL CLASS 


The Rockwell Bible Class is hav- 


ing a tureen supper at the summer 
home of Mrs. Richard Hansen on 
Wednesday, July ?? 
Those plan- 


ning to attend are asked to call 
825-W or 52-M. 


CALL 452 


ar 


3015 


for the btst in clean* 


ing and laundering 


•onrfeo 


Wills Cleaners 


* RUTH MILLETT * 


Mon's Wife Needs to Boost 
His Pride in Himself and Her 


JTE needs your admiration as well as your love. 
v 


He needs to feeJ your pride in him when he has done well fully 


as much as he needs you to stand by him when he meets with a failure. 
He needs to have you laugh at the things he finds ait»i»ir»j g, wejj 


as to understand him when he is talking seriously. 


He needs to feel that you appreciate his working to support you, \ 


along with your assumption that, of course, he will always look out 
for-you. 


He needs for his home to be a place where he is proud to bring his, 


friends, as much as he needs it as a place where he can relax and d»j 
as he pleases. 
| 


He needs for you to accept him as he is, faults and all, and still feel • 


sure that you will never expose his faults or failures to outsiders. 
HIS EGO NEEDS CONTINUAL KBBUILODsG 
TTE needs to feel proud of you, as well as to have pride in his own 
" ability. 


He needs to be able to be honest with you, instead of having to con- 
stantly keep things from jod. 
f 


He needs to be able to lose his temper occasionally, without hating 


it held against him long after the incident is over. 


He needs to have you take the first step in making up after a quar- 


rel, because his masculine pride holds him back, e\ en though he may 
be sorrier about the whole thing than you are. 


He n&ds to be treated like a man, not just like a husband. 
He needs to be able to feel pride when he speaks those tv.o words 
'"mv wife." 


All of those are things a man needs from his wife. 


(All rights reserved, KEA Service tnc } 


WEEKEND 


SAVE- 
VALUES 


STORE 
THURSDAY .. 9 A. M. to 9 P. M. 


uX7 Tti7« 
FRIDAY 
9 A. M. to £ P. M. 
HOUKd 
SATURDAY.. 9 A. M. to 5 P. M. 


Special Purchase 


600 PAIR 
FIRST QUALITY 


SHEER NYLONS! 


At Thit 
Low Price 67 


Stock up now on these exquis- 
ite 51 gauge 15 denier sheers! 
Full - fashioned, sum lovely 
seams, graceful heels: -In new 
Fall coldrs, Gypsy or Nomad, 
sizes 8Y2 to 11. 


COOL SHEER RAYON 


Bemberg Dresses 
300 


Terrific Buys! 


SIZES — 


12-20 
141/2 to 24Va 


NO IRONING! 


Ruffled Cotton 
Plisse Slips 


Tiny-Priced 
J 


Wash it, wear it... never bother ironing! Oh what a 
blessing of a slip for warm Summer weather . . . it'* 
copl combed cotton plisse, with eyelet embroidery frost- 
ing. Come buy now .,. Penney'* price is pleasantly low! 
32-44. 


REDUCED fO CLEAR 
Girls' Summer Dresses 


125 ONLY 


300 
2°° 


Sizes 7-14 
Sixes 


W A R R E N , , P A 
T I M E S . M I R R O R . W E D N E S D A Y , JULY 
16, 
1 * 5 2 
N I N E 


Obituaries 


KLLAMATBOS8 


(ra, J01a May ROM of Bear 
t«, died Tuesday morning- atj 
o'clock at the Cony Memorial 
ipital where she had been a' 
lent since last Thursday. Mre. | 
u had been in failing health for \ 
lumber of year* -and her con-; 
Ion became critical two months 
>. 
torn August 12. 1877 in Sugar 
?ve Township, Mra. ROM lived 
• entire life in that vicinity, 
ice-the death of her husband 
years ago she had made her 
ace with her eon, Glenn Orvillt 
Bear Lake. 
Surviving are five daughters. 
•a. Florence Maloy of Aahville. 
ss Margaret Rosa of Pittsburgh. 
sa Esther Ross and Mra. Syl- 


L Smith. R. D. 1. Corry, and 
•s. Emma Demel of Warred; two 
u, Glenn Orville Ross of Bear 
ke and Walter H. Rosa of East 
ilth street; 13 
grandchildren;' 


e great grandchild; a brother. 
Iver Faust, R. D. 1, Sugar Grove; 
d two sisters, Mrs. Augusta 
light,of Miami Beach and Miss 
nma Faust who resides in Call- 
rnia. 
Friends may call at the Brack- 
-Keatlng Funeral Home in Corry 
id attend the service there Thurs- 
.y afternoon at 2 o'clock, tnter- 
ent will follow In the family lot 
Wrightsville Cemetery. 


• EUGENE W. CHASE 


Eugene W. Chase, 72, Oil City, 
e& yesterday morning at 
the 


lif^on Springs Sanltorlum, Clif- 
•n -Springs, N. Y., following a 
ng illness. 
Mr. Chase was 
vice-president 


id chairman of the board of the 
rolf'a Head Oil Refining Co., Inc. 
id former president of the Reno 
(finery. He had served as presl- 
ent until ill health forced-his re- 
gnatlon. He had been a director 
f the Oil City National Bank and 
itizena Banking Company until 
e became ill. 
He was a member of Trinity 
[ethodist church, Oil City, and 
ras prominent In Masonic circles 
elonging to, the Blue Lodge ol 
Pan-en, O., New Castle Consist- 
ry, Venango Lodge of Perfection 
Ml City Chapter, and Talbot Com- 
landery.' 
Besides his wife, 
the 
former 


label Confer, he Is survived by 
wo daughters, Mrs. J. B. Miteh- 
11, Bradford, and Mrs. P. M. Moss 
louston, Tex., and six grarid- 
ihildren. 
The funeral services will be held 


A 10 a. m. Thursday at the f am- 
ly home, 113 Wyllls Street,' Oil 
3ity, with the Talbot Command- 
sry of the^Knights Templars- 
sharge. Burial-,will be In Grove 
Jill Cemetery. , 


MRS. LOKENA BL BEE 


Services In memory of Mrs. Lor- 


ma M. See, 116 Grant street, will 
s« held at 2:30 p. m. Thursday 
it the Peterson 'Funeral Home 
where friends are being .received 
it the regular calling hours. Her 
pastor, the Rev. Edward K. Rog- 
ers, of First Lutheran church, will 
conduct the rites and Interment 
will be made in Oakland ceme- 
tery. Omitted In yesterday's ac- 
count of Mrs. See's death waa men- 
tion of, her membership In the 
Warren Grange No. 1025. 


GERALD A. BANCROFT 


Very largely attended services 


were held at the Leo D. Gibson 
Funeral Home at 2:30 p. m. Tues- 
day for Gerald A.'Bancroft, 117 
Beaty street, victim of a weekend 
automobile accident on the Follett 
Run road. 


The Rev. Nore G. Gustafson, 


pas*tor of St. Paul's Lutheran 
church, officiated for the rites and' 
the following school friends served 
as bearers for interment in Oak- 
land cemetery: Charles Brown, 
William Daley, Monroe DeVore, 
Richard Carlson, Kenneth 
and Theodore Dombe'ck. 


Fresh Picked Red Soar 
C H E R R I E S 
Fitted mnd ready for Horn* . 
Craning ud Freeilnc 
.. 20e per Ib. 
ArtlUble B»Hy Except 
Snndtyt »nd Mondty* 
Between the Hoar* «f 
S A. M. and 12 Noon 


Brine Container for 1«H 
than 30 Lbi. 


WESTF1ELD PLANTERS 
COOPERATIVE FRUIT 
PRODUCTS, INC. 
Westfleld, New York 


JOE'S USED CARS 


No Down Payment 


193» C.diUc—4 door 
Olds-l door" 
Plymouth—* door 
Chew Truck 
Phone 3030 


SEPTIC TANKS 


CLEANED 


MASOHAiU 


Nice* Rassell, Pa., 4042 


Structural Steel 


Iron, (•••am, Channel 


Heovy 2" Clothes Pests 


$4.00 


Your best *mork*f tor 
Scrap Iren and Mefel 
Louis SegeT¥ Son 


PhaiM 14SJ.J 


KIWANIS PRESIDENT IN TROUBLE IN KANE: The "rootin'-tootin1" caravan carrying members of 
the Warren Kiwanis Club to Kane for a joint meeting at the Penn-Kane Hotel with the Hilltoppers 
and St. Marys club, Monday night, came to grief before reaching the hotel when President Cliff Botts, 
above, next to the officer, was presented a ticket by Patrolmen C: G. Kelts, "for making too much 


Betts is shown presenting-his license for inspection and otherwise trying to convice the officer 
noiseV 


Announce Plans For 
Annual Huck Rnn 
Day at Playgrounds 


Youngsters from all borough 


playgrounds are Invited to partici- 
pate, and oldster* are Invited to 
be spectator* at the fourth an- 
nual Huck Finn Day ceremonies 
in Crescent Park playground at 
1:30 p. m. Thursday. 


The Warren Field and Stream 


Club, sponsor of this year's event, 
will stock the wading pool at the 
playground with live fish. All em- 
bryo fishermen are requested to 
leave real fish hooks and glass 
worm containers at home. 
Fish- 


ing is to be done with bent pina 
on a homemade pole no longer 
than six feet and a line no longer 
than six feet. 


Portrait prizes will be given by 


Kofod Studio to the best costumed 


his girl friend 
Cash prizes will 


o*e given by the Warren Field and 
Stream Club to the youngest cos- 
tumed fisherman, to the fisherman 
catching the smallest fish and the 
fisherman catching the most fish. 


Previous Huck Finn's were Mike 


Madigan, 106 Cayuga avenue, in 
1949, Donald Taft. Jr., 406 Lib- 
erty street, in 1950, Hugh Lauf- 
fenberger, 1805 Pennsylvania ave- 


Huck Finn and 
Becky Thatcher. 


that h« was sorry he had disturbed the peace in Kane. The serious looking gentleman at the extreme i nue, east, in 1952, and previous 
right is the Rev. Tom Golley, of the First Methodist church, who interceded for the Warren man, 
Becky 


but in vain. 
' 
' 
'Knapp. 


SOCIETY 


MEW SUGAR GRpVBJ 
PASTOR WELCOMED 


Sugar Grove—The Rev. Palmer 


N. Taylor, new pastor of the 
Methodist church, with Mrs. Tay- 
lor, was honored Monday evening 
with a reception g^lven by his con- 
gregation. A tureen supper was 
served at seven o'clock, followed 
by the program, Clifford Storms 
as master of ceremonies. 


Neil Scott led group - singing, 


with Mrs. Scott at the piano; Wal- 
ter Warner conducted devotions; 
and greetings were brought by F. 
A. Schoonover representing 
the 


church, by Philip .Stohlberg from 
the young people, and by Melvin 
Rein,1" Presbyterian 
pastor, who 


spoke in behalf of the community. 
Rev. Taylor expressed appreciation 
to the approximately 50 persons 
present. 


ANNOUNCE BETROTHAL 
Mr: and Mra. Harold M. Me- 


Nulty, 310 Crescent Park, an- 
nounce the engagement' of their 
daughter, Connie to Stanley De- 
Moor, son of Mr. 
and Mrs. 


Cornelius DeMoor, Cleveland, O. 
A fall wedding la being planned. 


MRS. MADER NAMED 


AS VISITING NURSE 


Announcement is made by the 


board of directors of tfie Warren 
Visiting Nursing Association that 
the services of Mrs. Frances Mad- 
er, RN, of 3 East Third avenue, 
have been secured to fill the vac- 
ancy created by the resignation 
of Miss Helen Downey, who has 
been the organization's very com- 
petent nurse for the past four' 
years., 


Mrs. Mader is fully qualified tb 


take over the duties of visiting 
nurse. She Is a graduate of War- 
ren High School, Class of 1945, and 
of Deconesa Hospital School 
of 


Nursing'In Buffalo in the'Class of, 
'48. 


Her experience includes three 


years of general duty at Warren 
State Hospital and Warren Gen- 
eral Hospital and she la a quali- 
fied Red Cross Instructor, having 
taught both 'home and Nurse Aide 
classes. 


She will begin her duties 
as 


nurse for the Visiting Nuring As- 
sociation on Monday, July 28. 


PERSONAL ITEMS 


Mr. and Mrs. John Casses, 313 


United avenue, will have as Circus 
Day and'weekend guests their 
daughter, Mra. Tod Barlet, and 
daughter, Dianne. of Eldred; their 
daughter-in-law, Mrs. John Casses, 
Jr., and children, Cheryl and Jon, 
of Erie. 


Mrs. E. R. Boyd, 311 Hickory 


street, has returned from Long Is- 
land, N. Y., where she enjoyed a 
vacation-visit with her son-in-law 


EQUINES TO PARADE 


IN RUSSELL TONIGHT 


Russell—Tonight's 
big event 


for the Gala Days being held this 
week by the Russell Volunteer 
Fire Company and Auxiliary will 
be the Hone and • Pony Parade, 
getting under way at seven o'clock. 


Entries have been received from 


the No-Bar Club, the Chautauqua 
Trail Riders and the Y-Bar-U 
groups.and It Is anticipated oth- 
ers will be. on hand when the line 
is formed at the Akeley store east 
of the bridge. 


Opening last night, the 
Gala 


Days' initial attraction was a prac- 
tical demonstration of various fire- 
fighting methods, in which the lo- 
cal company was assisted by a 
truck and members of the Colum- 
bus department. 


A bit on the unusual side will 


be the ladies' water battle to be 
staged at seven o'clock Thursday 
evening. Entries for this event al- 
ready include Pleasant, Corydon, 
Sinclalrvule and Russell Auxiliar- 
ies, with others expected by the 
opening gun.. 


Times 
* I 


* 
WSOS PLANS TEA 


The Sheffield WSCS will spon- 


sor a tea between 3 and 5 p. m. 
Thursday at the home of Mrs. 
John Cochran, Crary street, Shef- 
field, ,to which the public is cord- 
ially Invited. 


TRAFFIC CHECKS 


City 
police yesterday made 


several checks on complaints of 
illegal parking, and placed tags on 
all vehicles found to be wrongly 
parked. They also checked a fleet 
of trucks which have been hauling 
ashes and gravel through town 
and warned the drivers about spill- 
age of their loads on Pennsylvania 
avenue. 
• 


and daughter, Captain 
Richard Rendina. 


and Mrs. 


Rosemary McLaughlin, daught- 


er of Mr. and Mrs. John E. Mc- 
Laughlin, 418 Fourth avenue, has 
returned . to 
Spencer 
Hospital 


School of Nursing in Meadville 
after a tKree-week vacation ^at 
home with family and friends. She 
is starting her senior year's work 
at the institution. . 


Mr. and Mrs. John M. Shlpman, 


of Albuquerque, N. M., are visiting 
at the home of Mrs. Shopman's 
parents, Mr. and Mrs. William 
Schwartz. 


Gray's Auto Store 


T»e Sferw of Quality 


TeL 300f 


4.00x14 Firestone or U. S. 
Tires 
$12.ft tax Incl. 


Plastic Soran Seat 
Severs 
....I14.9S 


2 Gel. Motor Oil 
|1.2f 


5 Gal. Fiber Asbestos 
leef Ceatfea 
$2.49 


GLADE DEPT. MEETING 


With the next regular meeting 


of the Glade Township Volunteer 
Firemen's Association set for Wed- 
nesday, July 23, the president and 
secretary request that any work- 
era who have completed 
their 


pledge cards turn them In a£ this 
time in order that a compilation 
may be made in advance of the 
meeting. 'All workers are asked 
to turn in their cards at the July 
23 meeting in order that the or- 
ganization may determine whether 
ia is in a position to go ahead 
with plans to equip a department. 
The meeting has been changed to 
July 23 because of the Kiwanis 
Club benefit wrestling exhibition 
on July 24. 


MILITARY BALLOTS 


Registration Slerk C. P. DeLong 


announced this morning at the 
Court House that applications for 
military ballots are now on hand ! 
at the Commissioners' office and 
any person desiring to mail one 
to anyone in the armed services 
can secure it there. After the ap- 
plication is filled out and returned, 
it is filed at the office, and be- 
ginning not later than October 10, 
the county board of elections will 
mail out official ballots to all 
voters in service for whom appli- 
cations now have been returned. 
The count of military ballots will 
be made at 10 a. m. on November 
14, 1952. 


Airport Laid Out' 


Today by Advance Man 


(From Page One), 


not be on sale at the Kinnear 
booth after 11 a. m. Friday, and 
will be available only at the cir-* 
cus, while evening tickets will be 
retained at Kinnear's until 5 p. 
m.- circus day, with these also 
available -during the day at the 
circus 
box office. 
That 
is, of 


course, if any tickets remain. 


It waa announced today by Bob 


Johnson, chairman of the Jaycees' 
circus parking committee, that all 
is in readiness at the two large 
circus parking lots to be operated 
by the Jaycees. 


The two lots are strategically 


located less than half a block from 
the main entrance to the .circus. 
Strictly one-way driving will be 
enforced by Borough police 
on 


Ludlow street, leaAing to the cir- 
cus lot, and on Wetmore street, 
leading from the circus. Ludlow- 
street traffic will be southbound, 
Wetmore street traffic northbound. 
When car owners leave the Jaycee 
parking lot, they are urged by, 
Chief Evan tb 'observe the fol 
lowing rule: those wishing to go* 
•west on Pennsylvania ~avenue to 
Youngsville and other points will 
keep in the left-hand lane on 
Struthers street, which leads' from 
the-parking lot, while those who 
wish to turn east on Pennsylvania 
avenue _are to Jceep in the right- 
hand lane to facilitate their turn 
east on the'avenue. With one-way 
traffic on Ludlow street leading 
to the circus, entrance to the Jay- 
cee lots at the corner of Allegheny 
and Ludlow street will be made 
easy. Betwen 1,500 and 2,000 cars 
can be accommodated, and it is 
hoped by Chief Evan and the Jay- 
cees that this convenience will' 
take many cars off the streets 
early in the day. 


Both Jaycee parking lots will 


be fully manned by members of 
the Junior Chamber of Commerce 
and continuous supervision, even 
during the actual performances, 
will be exercised. 
The Jaycees 


have taken out adequate insurance ' 
should a mishap occur. A nominal 
charge of only 25 cents per car 
will be, made to" cover operational 
expenses. 
i 


Entrance to the -Jaycee parking 


areas can best be gained by turn- 
ing south on Wetmore street off, 
Pennsylvania avenue. 
Every ef- 


fort will be made by the Jaycees to 
provide ample space and to facili- 
tate the orderly exodus of cars 
after each performance, - 


The "work bees" conducted by 


the Jaycees during the past couple 
weeks have put the parking lots 
in good condition for use on Fri- 
day. 


Tom Williams of the Williams 
Salvage Company, 15 Lacy street, 
stated today that he will provide 
wash room facilities on circus day 
for members of the police force 
and the-Jaycees. 


Thatcher's 
were 
Joyce 


Cobham Park Road, in 


1950, and Jann Miner, 207 Parker 
street, in 1951. An interesting dis- 
play of their portraits can be seen 
in Kofod Studio window at 230 
Pennsylvania avenue, west. 


SMARTEST SUMMER SHIRTS 


$2.tt • $3.tt 


J. A. JOHNSON 


Worn* Public Library 


Board Re-elects Cowden 


47.48 per cent of the population. 
LIONS HEAR TALK BY 


JAMESTOWN OFFICIAL ^ total of 652 new borrower* 
enrolled during the year, for 


(From Page One) 


Mrs. Lopez, giving her fourth 


annual report, outlined such ac- 
tivities as the new 
microfilm 


reader made possible through the 
generosity of Djiane Wilder; or- 
ganization of the Friv..uls of the 
Library group; annual Book Week 
observance in November; joint 
meeting of the Lake Erie Library 
and Northwest Region Library As- 
sociation here in May; circulation 
briefs; 
the 
Library Historical 


Group; 
special 
gifts; 
hospital 


service; the Memorial collection; 
repairs to the premises; exhibits; 
various types of publicity; the 
school collections; staff notes; at- 
tendance at library meetings; PL 
sibilities for 
improvements and 


changes within the building; and 
many acknowledgments of assis- 
tance and cooperation in library 
work. 


The circulation report showed a 


total of 54,087 adult loans, 43,300 
in the' juvenile department for a 
grand total of 97,592 in non- 
fiction; 55,292 for adults and 89,- 
089 for juvenile to total 144,381 
fiction loans, making a final total 
of 241,773. School collections for 
the year totaled ' 103,992. Based 
on the number of card-holders, 
loans averaged 34.40 each, with 
16.26 volumes average for each 
resident of the community and 
registered borrowers representing 


The regular weekly luncheon 


meeting of the Warren Lion's'Club 
was held at the Blue and White 
Restaurant. The principle speaker 
was A. E. 
Williams, 
assistant 


principal of the Jamestown High 
School, who spoke on some of the 
problems in modern education with 
which the school system is con- 
fronted. Mr. Williams pointed out 
that the last fifty years has been 
a period of change in everything, 
including education. Before 
the 


first World War, there were but 
a few people who remained 
In 


school long enough to complete 
their education, while today, prac- 
tically every child receives at least 
ii. high school education, with many 
going on to institutions of higher 
learning. In spite of the tremen- 
dous change that has taken place, 


__ Williams.said that the educa- 
fonal System has 
done a" great 


leal in advancing with the times 
in order to turn out young men 
and women who are both socially 
and economically efficient. ' 


Three things were necessary, Mr. 


Williams said, to improve the pres- 
ent education system: 
Better 


courses of study must be develop- 
ed with more cooperative courses 


total of 7,300, from which 265 
cards were withdrawn as inactive, 
deceased or moved from town, to 
bring the present registration to 
7,035. 


Many new volumes have been 


added through purchase, special 
gifts, and as memorials, according 
to the cataloging report, with the 
present total volumes standing at 
76,589. 


Reports showed a substantial 


growth. in both use and facilities 
of the hbrar. in the year just 
concluded. 


TO REMOVE BOTTLE 


DEPOSIT IN McKEAN 
THE MARKETS 


New York (J?)— Noon stocks: 
Volume: 480.000. 


Allied Stores 
40U 


Alleg L. Steel 
40% '.Smethport to consider abolishing; 


Han-isburg 
(JP) —The State 


Milk Control Commission today 
scheduled a hearing for July 24 at 


Allied Chem ...' 
7« 


Alum Co Am 
'84% 


Am Can 
34 


Am Car and Fdy 
19 


Am Rad 
16 


Am Tel and Tel 
153% 


Am Tob 
67^4 


Anaconda Copper 
46 =i 


Armour 
10',a 


Armst Ck 
51 *i 


All Refin 
34% 


Bait and Ohio 
23 


Bendix Ac 
52 


Beth Steel 
................ 
52V& 


Chrysler 
.................. 
78H 


Cities Service 
............. 
105% 


Col Gas 
.................. 
14% 


Con Edis 


473; 


LEHMAN TO FIGHT FOR 


CIVIL RIGHTS PLANK 


Cont Cnn 
Curtisa YVr 
S^ 


DOUJJ Ail c 
04 


Du Pont 
"... 88R 
a 


Eastm Kod 
44 Bi 


Erie R R 
21T» 


Gen Elec 
63"s 


Gen Mot 
09 


Gen Refract 
22 *rf 


Goodyear 
45% 


Greyhound 
12 


Gulf Oil 
1 
55 


Hamil Watch 
IS'.i 


Harb Walker 
"03 
3 
Here Pdr 
73'^ 


Int Tel & Tel 
"I S 'i 


Int Haw 
"o1; 


Kcnnccott 
S1 Es 


Krcsffe (SS> 
35=1 


Lch.Val R R 
1S3 
3 
Lib McN and L 
7 C3 


Ligg and My 
C7 ',H 
Lowe's Inc 
12 c 
s 
Mld-Cont 
70'i 


Mont Ward 
64,7j 


Nat Biscuit 
32&, 


Nat Dairy 
5jir4. 


Nat Distill 
2(i^; 


N Y Ccntial 
aO'i 


Packard 
5 


Pennsy (JC) 
69 =4 
Pa Pw find Lt 
28 7 
B 


Pa Salt 
53'i 


Pepsi Cola 
30 H 


' Phil a Elcc 
29'-'s 


'hil Pet 
62 


a five-cent bottle deposit in Me- 
Kean county. 


Seven McKean county dealers 


requested the action after the 
commission discontinued bottle de- 
posits in neighboring counties of 
Elk and Warren on June 9. Th« 
dealers said the glasn bottles couM 
not compete with no-deposit pa- 
per containers. 


HASSETT QUITS AS 


CHIEF GHOST WRITER 


Washington (IP)— The 
"ghost 


writer" who handled the 
corres- 


pondence of the late President 
Franlclln D. Roosevelt nn<l Presi- 
Ccnt Truman resigned yesterday. 


William 
P. Bill Hassett, ~71. 


quit his post as White Houcc sec- 
i clary after 37 years—anil more 
than 300,000 presidential letters. 
He has been in poor health. 


NAMUD AS JP 


Harrisburg </P1 -vLouis A. Pag- 


ley, Rochester RD 1, todsy was 
appointed bv Gov John S. Fine 
ng justice of the peace for Roch- 
ester 
township. Bcavei 
tounty. 


Paglev succeeds 'ohii Mann, \.ho 
resigned. 


EVENT'S TONIGHT 


6:00, Republican Women's picnic, 


Island Paik. 


8:00, Jayccc meeting,$YM. 
8:00, Pleasant Fire Auxiliaiy, 


Check homo. 


between schools and Industry. Bet- form. 


Chicago (/P)—Sen. Herbert Leh-! Reading Co 


man of New York today pledged 
a floor fight at the Democratic 
National Convention If that's what 
it takes to get a strong civil rights 
plan in his party's platform. 


Lehman called a news confer- 


ence just before Democratic plat- 
form drafters began public hear- 
ings in the Conrad Hilton Hotel. 
He said he will insist on a civil 
rights plank "at least as strong 
as the one in the 1948 party _plat- 


, Radio Cp 
27 


ter guidance personnel and more 
parental responsibility. 


BUY U. S. SAVINGS BONDS 


That pld.nk was adopted from 


the floor lour yeais ago and led 
to a Dixie walkout from the con- 
vention. 


Schcnlcy 
27'j 


Sears Rocb 
OG 
1^ 


Sinclair 
48 


Socony V«4J 
38 *•; 


Std Brands 
23 
I 


Std Oil Cal 
G03a 


Std Oil Ind 
S51'- 


* LANDER 


Mrs. Anna Nelson, who undei'- 


•A cnt BUigcrv at Gxove City Hos- 
pital, hat been removed to the 
home oC her daughter, Mra. Pat- 
terson 
Her addicss 13 028 Lib- 


01 ty stieet. Grove City. 


Mrs. Fred Ludvvick, with, Mrs. 


Hcttle Walgi-cn. Jamestown, en- 
tertained VZ guests from James- 
town Sunday afternoon at the 
Ludw lU: home. 


Std Oil K J 
80 = 


Swift and Co 
31S 
B 


Sylvania 
SOU 


Texas Co 
5S 


Tide Wat As 
2S*S 


Trans W Air 
20 U 


Union Carbide 
68 


'United An- Lin 
28J» 


j U S Steel 
40-% 


West Mary 
22% 


The height of waves is increased 


when they flow into a channel the 
sides of which converge but, jle- 
ciease in expanding channels. 


West Un Tel 
-IK 


West Elec 
39=i 


Woohvorth. 
^ 
44'a • 


Youngst Sh and T 
47 U 


CUKB 


Aei o Sup 
3 li 


Ark Nat Gas "A" 
36?-i 


Elec Bond and Sh 
24?i 


Fennroad Corp 
13% 


Birth Record 


At Maternity" 


Mr. and Mrs. Edward Jocoy, 


N6rth Warren, a ion July 16. 


ID J«me»towB 


Sir. and Mrs. Theodore Klffer, 


Sugar Grove, are parents of a son 
born July 13 in WCA Hospital in 
Jamestown. 
CHOKED,,:::, GAS? 


IBANK RIAVEN8I Moit«lUek««r«Juit»cle 
inanition. When it itrikti, t»M Bell-tni 
(•blcti. Thty Contain UU 
feit«rt-setlnt 


mtdlelan known to doctors for £• nll«f 01 
DsMtbwm, us sad stailitr dUUiu. M*. 


PENELEC PLANS BIG 


EXPANSION PROGRAM 


Harrisburg (5>)—The Pennsyl- 


vania Electric Co., Johnstown, to- 
day has authorization of the Pub- 
lic Utility Commission to sell 19 
million dollars in securities-to pay 
for plant.construction and expan- 
sion. 


The utility, which serves some 


324,000 customers in 24 western 
and south-central counties, said 
12% million dollars will go 
to 


finance its 1952 building program. 
The remainder will repay 
bank 
loans. 


Approximately $8,400,000 will be 


used to finance work on a new 
generating station and transmis- 
sion line at Shawville, Clearfleld 
county, the utility said. 


Another $4,300,000 will be spent 


on a 68,700-kllowatt addition to the 
Front Street generating station in 
Erie. The station begins operation 
next October. 


Penelec registered with the PUC 


mllllan dollars in first mort- 


gage bonds, five million dollars In 
common stock and four and a half 
million in preferred stock. 


TODAY Is pay day for an the 


who have classified ads. 


•^^^ ^^B^ ^^*^ ^tl^ ^*^ ^^^ ^^^ ^^^r 
-^BBW -^BB^- -^^^r ^^*^ "^BBW ^BBP^ 
^BBB^1 ^»B^ ^BB^ ^^^ ^^^ ^^i^ ^^^ ^^^ 
^^^" 
^^"^ 
^w 
•" 
• 
™ 
"^^ 
~—~ 


300 MORE! 


SUMMER 


DRESSES 


Taken from our stock of better dresses —street frocks — cottons 
— sheers — dresses for every occasion — for home — for work 
— for play. Juniors', Misses' and Women's sizes in wanted styles. 
REDUCED 


Again we tell you: 
Come, See, Try On, Pick now and save from 


1.00 to 8.00 on these dresses. 
Every one an outstanding value — 


styles you'll love — famous makes included — at a Miller price, 
where Sale means Sale. 


It's a Fact"The More You Buy 
at MILLER'S-the More You 
Save-at MILLER'S! 


OPEN THURSDAY TIL NINE. 
CLOSED FRIDAY AT SIX — THIS WEEK ONLY! 


.TEN 
T I M E S - M I R R O R . 
W E D N E S D A Y , 
J U L Y 
1 4 , 1*12. 
• W A R R E N , 
P A . 


SPORT 


yN*\**% 


American Olympic 
Team Begins Action 
Tonight at Helsinki 


B> BEN FHLEGAR 


Helsinki 
(IP* — Uncle Sams 


star-spanglea 
forces 
w ill 
taste 


1952 
OljTJlpic competition tonight 


lor the first time but their chances 
of success are far from bright 


The first IT S contingent to flex 


its muscles will be the soccer 
team 
It meets the ver\ 
good 


Italian 11 at Tampere 100 miles 
up country fiom Helsinki, in a 
qualifying match 


Soccer nei er has been a strong 


point in American sports compe- 
tition 


Field (hockev is the onlv sport 


in whiih the United States is not 
repre-c: od 
The U S got a free 


pass .". Basketball 


The International Olvmpic Com- 


mittee opens its thiee-da-\ geneial 
meeting ^'ith plans to elect a ne,\ 
president to succeed J Si^fiid Ecl- 
stroem of Sv eden \\ho is letiimg 
Top man -n the lace is Aiery 
Brundage, the Chicago hole! ex- 
ecutive •nho heads the United 
States Olympic Committee Biun- 
dage is vice piesident of the IOC 


But e\en Ji this race the U. S. 


faces competition 
A number of 


the 71 nations -winch belong to the 
IOC are cool to the idea of an 
American president 
A compro- 


mise candidate may be Lord David 


Burghley of Great Britain, a for- 
mer Olympic athletic star. 


The highly touted Red Army 


soccer team from Moscow had to 
come from behind in an overtime 
period to put down neighboring 
Bulgaria, 2 to 1. 
The soccer 


matches are played on a. one-loss- 
and-you're-out plan andf the Sovi- 
et hsd b»eji labH»d favorite* for 
the Olympic gold medal. 


Joining Bulgaria on the side- 


lines u ere* India, Romania, France 
and Greece, who were beaten in 
order 
bv Yugoslavia, 
Hungary, 


Poland and Denmaik. The Yugo- 
slavs looked the best of the bunch 


Dropo Ties League 
Record With Twelve 
Consecutive Hits 


Win Over Sylvania 


By Th« AMoeUted Fretm 


NATIONAL LEAGUE 


AV 


Brooklyn 
54 


Phil Hook pitched 
his second i .New York 
51 


one-hat shutout in the Industrial I st. Louis 
48 


Chicago 
43 


Philadelphia 
39 


Boston 
36 


NEW FISH WARDEN 


FOR COUNTY IN TOWN 


Robert M Betts, who has been 


transfened 
from 
Ne\\ 
Castle, 


Lawrence count}- lo become War- 
len 
Countv 
Fi=h 
"\Varden suc- 


ceeding Ross Bailey, of Youngs- 
Mile, who resigned recently, was 
in town Tuesdav with h\s wife in 
search of a fuinished apaitmerft 
01 home ' 


Mr. Betts w ho will make a wel- 


come addition to Warren's official 
lepiesentative-? in outdoor activi- 
ties, 
attended High 
School 
in 


Montgomery, 
Lycoming 
county, 


after which he spent three and 
one-half years in the service fol- 
lowed bv four years ai a member 
of the State Police 
For the past 


three > ears he hag been with the 
Pennsylvania Fish Commission. 


Softball League before 
a 
large 


crowd at the State Hospital last 
night, when 
Thomas 
Coupling 


romped to its third straight win | Cincinnati 
35 


this half over Sylvania, 7-0. 
Pittsburgh 
23 


Pitching sensational ball, Hook I 


fanned 19 men 
and walked only i 


L 
22 
29 
37 
40 
42 
47 
48 
63 


Pet. 
.711 
.638 
.565 
.518 
.481 
.427 
.422 
.267 


two, 
and smacked one of the long- 


est home runs of the season 


John Dahler was on the mound 


for Sylvania letting up nine safe- 
ties. 
* 


Lineups: ' 


THOMAS 


AB R H E 


K Hulquist Ib 
4 0 


B Rieder, 2b 
4 


V. Albaugh, 3b 
4 


E Rieder. ss 
4 


Llttlefield, sc 
1 


H Kiser, If 
4 


Vancise. cf .. 
Duckett, cf . 
Lahr, rf 
Anderson, rf . 
Paul Hook, c 
Phil Hook, p 


01 
01 
0 
2 
0 
0 
1 
0 
2 
2 


Today'* Schedule 


Philadelphia at Pittsburgh. 
Brooklyn at Cincinnati. 
New York at St. Louis. 
Boston at Chicago 


Venter day'* Renal U 


Boston 10, Chicago 3. 
New York 6, St Louis 3. 
Philadelphia 10, Pjttsbmgh 3. 
Brooklyn at 
Cincinnati, 
post- 


poned, lam 


Tomorrow's Schedule 


Philadelphia at Pittsburgh 
(2). 


Biookl>n»at Cincinnati 
Boston at Chicago. 
New York at St Louis, night 


AMERICAN LEAGUE 


Totals 
36 7 9 1 


SYLVAN L4. 


Everybody reads the Tlmes-Mirrot 
AB R H E 


&0 minutes with US today 


MAY SAVE YOU HOURS 


OF ROAD DELAY! 


GENERAL] 


TIRE 


SAFETY 
CHECK 


. Replace kokihf valv* 


caret... rvptat milting 
valv* 


1. ROTATE TlftES. There'. • 
_ 


teienee to "whi'eh-one-floet- 
4^fnTl«f«~at1 first to 


where" that add* thoutandt 
proper reeamrriendesl 


of extra milet to Mich tire. 
hot-wsath*r pr*t*uf*. 


Careful Inspection 
and cleaning of 
rolling turf ace. 


Wheels Expertly 


Balanced 


BOTH DYNAMICALLY 


and STATICALLY 


DRIVE INTO YOUR NEAREST GENERAL 


DEALER TODAY 


JACKSON'S KEYSTONE 


Penna. Av«. and Water St. 


WELDBANK KEYSTONE 


Route 6, R. D. 1, Clorondon. Pa. 


EMBLEM OIL CO. 


General Tire Distributors 


2006 P*nna. Av«., East 


WOTTM Po. 
Phen* 2550 


Bonavita, ss 
4 0 


MacAvoy, 2b 
4 0 


Juliano, 3b 
3 0 


Shlnshala, cf 
2 0 


Lyle, cf 
1 0 0 


May, 
If 
2 
0 
0 
01 


McKane, If 
1 0 0 0 


Macintosh, Ib 
1 0 0 0' 


Dahler, p 
3 0 0 
O l 


Moor*, c 
2 0 0 
o| 


Nicoletti, sc 
1 0 0 
01 


Christensen, sc 
1 0 0 0| 


Hesch 
8 0 0 o' 


Totals 
38 0 1 1 


Score by innings 


Thomas 
040 002 100—7 


Sylvania 
000 000 000—0 


Umpires. Bonavita, Schwab 
Summary— 2b hits Hook, Riser 


Hime runs: E Rieder, Phil Hook 
Bases on balls- off Hook 2, 
off 


Dahler 2. Strikeouts: by Hook 19, 
by Dahler 5. 


AV 
L 


New York 
49 
32 


Cleveland 
-47 
35 


Boston 
45 
37 


Chicago 
47 
39 


Washington .... 44 
38 


" " I Philadelphia ... 36 
40 
° 
, St Louis 
34 
51 
1 
X Detroit 
26 
56 
0 0 


Pet 
.605 
.573 
.549 
.547 
.537 
.474 
.400 
.317 


Today'* Schedule 


Detroit at Washington. 
St Louis at Philadelphia (21. 
Cleveland at New York (2j. 
Chicago at Boston. 


Yesterday's Result* 


Washington 8-9, Detroit 2-8 
Philadelphia 7-11, St. Louis 6-3. 
Cleveland 7, New- York 3. 
Boston 7, Chicago 5. 


Tomorrow's Schedule 


Detroit at "V\ ashington 
St. Louis at Philadelphia 
Cleveland at New- York (2). 
Chicago at Boston 


Youngsters in Golf 


'Hosts' at Conewango 


Golf for the small fry at the 


Conewango Valley Country Club 
on Tuesday included the legular 
lesson from Chuck Jones, club pro, 
and a "mosts" tournament follow- 
ing 


Susan Law son w as the w mnei 


in the 10 to 11 olass; Jane Paucek 
was awarded the piactice ball as 
the 
"mosts" winner; and 
Kaj I 


Costley held low score honors 
i 


The horned toad, a lizard of the 


American desert, does not lay eggs 
but has living young. 


SPORTS SCHEDULE 


SUNSET LEAGUE 


Youngsville Merchants vs. War- 


ren Business School, Wilder Field 
6 30 


Elks 
vg 
Warren 
Merchants 


State Hospital Field, 6 30. 


PONY LEAGUE 


Tonight 


Corning at Batavia 
Hornell at Hamilton 
Olean at Jamestown. 
Wellsville at Bradford (2) 


Thursday 


Corning at Batavia 
Hornell at Hamilton 
Jamestown at Bradford 
Wellsville at Olean ( 2 i 


By RALPH RODEX 


AMociated Prew Sports Writer 
Walt Dropo, 
the a m i a b l e 


"Moose" from 
Mooseup, 
Conn, 


once again is striking fear into 
the hearts of American League 
pitchers. 


The husky first baseman of the 


Detroit Tigers shunted the pennant 
races to the sidelines last night 
by trying a rare major league reck 
oid—12 consecutive hits. 
Pinky 


Higgms set the record in 1938 with 
the Boston Red Sox and Dropo is 
the first to equal the mark. 


Dropo missed a chance to break 


the record when he fouled out in 
the seventh inning of the second 
game of a twi-mght doubleheader 
against the Senators in Washing- 
ton. 
The 28-year-old slugger then 


singled home two runs in the ninth. 


Despite Dropo's lusty hitting the 


tail-end Tigers dropped both, ends 
of the twin-bill to Washington, 8-2 
and 9-1 


Meanwhile, the 
Cleveland 
In- 


dians reduced the Yanks' lead to 
21 
2 games by downing the Bomb- 


ers. 7-3, at Yankee Stadium. The 
Hed Sox took over third place from 
Chicago by beating the White Sox, 
7-5, and the Philadelphia Athletics 
swept a twi-night twin-bill from 
St. Louis, 7-6 and 11-3. 


In the National League, the sec- 


ond-place New York Giants climb- 
ed to within five games of Brook- 
lyn's pace-setting Dodgers by turn- 
ing back the St Louis Cardinals, 
6-3 
The Dodgers' 
game with 


Cincmnnati was rained out. In 
other 
games, 
the 
Philadelphia 


Phillies trounced Pittsburgh, 10-3, 
and the Boston Biaves snowed un- 
der the Chicago Cubs, 10-3, in the 
majors' only day game 


Early Wynn, backed by a nine- 


hit attack that included home runs 
by Harry Simpson and Luke East- 
er, coasted to his 10th victory in 
the opener of the important five 
game series at Yankee Stadium. 


Rookie first baseman Dick Ger- 


nert clouted two home runs and 
George Kell one tq account for all 
of Boston's runs In .its victory over 
the White Sox 
\ 


Lefty Dave Koslo, although re- 


lieved in the sixth by relief ac« 
Hoyt Wilhelm, gamed credit for 
his 12th straight victory over the 
Cardinals since mid-season of 1950 


Curt Simmons breezed .to 
his 


ninth victory in beating the Pi- 
rates. Rookie Mel Clark's grand- 
slam homer in the third, his first 
of the season, staked Simmons to 
a. 4-0 lead and the Phils sewed 't 
up 'with three more in the fifth 
against Howie Pollet 
• The Braves scored seven un- 
earned runs to beat the Cubs. 


Throufh Hie 
Wmd Tunnel 


No-Hit, No-Run Game 


Pitched by Oldtimer 


Beaumont, 
Tex 
(-S*)—:Johnny 


Vander Meer waited 14 yean for 
his no-hit glory to return 


The man who pitched consecu- 


tive no-hit, no-run games in the 
major leagues did it again 
last 


night—this time in baseball two 
notches lower 


Pitching for Tulsa, 
he white- 


washed Beaumont 12-0 in the class 
AA Texas League. 


BUT U. S. SAVINGS BONDS 


Jf you've tasted 
todays 
SCHENLEY 


"Did the ice Jam at Corydon go 


out yet?" asked some jokester 
who called la yesterday afternoon. 


Many a Warren alarm clock is 


going to get a work-out *t dawn 
on Friday, and many a sleepy-eyed 
parent is going to be pulled ont of 
bed by the younger fry. We anti- 
cipate that Pennsylvania avenue 
will be well lined when the big 
circus trucks start rumbling along 
on their way to the Airport. 


"That's the villain!" said sev- 
Leral Boy Scouts at Camp Olmsted 
when Bill Hill, Jr., 
turned up 


there on a Monday evening visit. 
Bill is a former Olmsted seouter. 


Tou should see those Scouts go 


through ham. escalloped potatoes, 
Spanish corn, numerous loaves of 
bread, pounds of buttec, home- 
made cake and ice cream, and they 
surely make short work of a great 
number of two-quart bottles oC 
milk. 


Talk 
about lack of 
support-' 


If the Warren Merchants felt dis- 
couraged on Sunday, no wonder. 
"Total attendance for their game 
at War Memorial Field could be 
counted on two hands, and 
the 


collection netted a grand total of 
69 cents and two nasturtium seeds. 
The game with Ridgway was call- 
ed at 8 all because of the* heat, 
which may have had'' something 
to do with the small attendance, 
but the players say that's the way 
it's been running. "Perhaps we 
don't play the best ball 
in- the 


world," say the boys, "but 
it's 


good entertainment and we'll play 
all the better with a good crowd 
to watch." 


Abigail's, egg sales brought her 


much jnore than enough for a f4 
circus seat, but she decided she'd 
have more fun with the folk in 
the general admission seats and 
have a few dollars left over for 
pop and pink lemonade, so there's 
where she'll be, bless 'er 'art. 


We neglected to mention earlier 


that Rosie Rows well's broadcast 
of the first Saturday afternoon 
game In the double .header 
at 


Pittsburgh acknowledged the pres- 
ence of the champion St. Francis' 
Bowling League of Youngsville. 


"Everything out here is measur- 


ed'on an immense scale," writes J. 
G. and Emma Kiernan from South 
Dakota. They recently visited Yel- 
lowstone Park, Devil's Tower, and 
saw the Passion Play -*t Spear- 
.fish, 
S 
Dak, also were at 
the 


Rushmore Memorial last week. 


Across- the 
Conewango 
last 


night you could hear the strains 
of "Montecuma" _from the accord- 
ion of Clyde Baker, which indi- 
cated that the Marines and their 
families, 47 strong, were heldmg 
a picnic at Hackney 
Meadows 


Apologies to the good people of 
that area who found their parking 
spaces occupied all up and down 
the creek. Mr. and Mrs. 
Tony 


Vogler introduced a new interpre- 
tation of the Russell, hop, skip but 
don't jump. 


A pair of newly-weds from Buf- 


falo accidentally visited - VTarren 
last week-end, having been given 
inaccurate directions on how to 
reach Scranton. The groom was 
Robert P. Massett 
of 
Republic 


Steel and his bride 
the 
former 


Mary MeGowan, a VA hospital 
nurse Before departure they claim- 
ed they were glad they'd made the 
detour, became acquainted with 
Jane and Augie Jubano, and had 
| a wonderful Saturday evening at 


Marconi Outing club. In fact, next 


I time they decide to visit Scranton 


they'll come by way of Warren. 


Clicks HoiMr Iwlps 


Phfe feat Nates 


Pittsburgh (*)—Rookie 
Mel 


Clark's first grand slam homer 
was more than the Philadelphia 
Phillies needed last night . to 
trounce Pittsburgh's last place Pir- 
ates 10-3. 


Curt Simmons hung up his third 


consecutive win over the cellar 
dwellers to record his eight win 
against three losses. He stijick out 
1O Pirates. 


The Pirates bounced back" with, 


two runs In the fourth after Clark 
hit his base clearing homer In the 
third. However, the Phillies scored 
three runs in the fifth and three 
more'in the eighth—one on Willie 
Jones' homer—to win going away. 
Philadelphia 004 030 030—10 '9 2 
Pittsburgh . 000 200 100— 3 8 2 


Simmons and Lopata;/ Pollet, 


Lapalme 8, Hogue B and McCul- 
lough. 


\ 
= 
Everybody read* the Tlmes-sCirror 


IPORTS IN IRIEF I 


... you know it's 
the best-tasting 
whiskey in ages 


Davey vs. Basilio 


In Chicago Tonight 


Chicago Uf)—Undefeated Chuck 


Davey, the college kid who made 
good M a pro, tonight takes a 
second swipe st a rugged "sleep- 
er" who nearly wrecked hi§ welter- 
weight title campaign May 29. 


Davey, stylish southpaw with a 


savage solar plexus punch, boxes 
a nationally-televised 10-rounder, 
'9 p. m, KST, against Carmen 
Baslho of Canasota, K. T., at the 
Chicago Stadium. 


Davey was established a T to K 


favorite. 


It wan the lightly-reckoned Baa- 


iho who 48 days ago walked out 
of a Syracuse ring with a 1O- 
round verdict over Davey only to 
have the New York Athletic Com- 
mission rule the bout a draw later. 


The decision was reversed be- 


cause the referee, who voted for 
Basilio, turned Mi an incomplete 
scoring card. 
That .preserved 


Davey's bid for a shot at Kid 
Gavilan's welter crown. 


P Noture't unhurried g»oJne«» -+- Schenley't unmatched .kill = the betl-t.itint whitkey in aget! 


IIINDED WHISKEY 86 PROOF. 63* GRAIN NEUTRAl SPIRITS SCHENLEY DISTRIIUTOR5, INC., NEW YORK, N.Y. 


FIGHTS LAST NIGHT 


BJ- The 
PT«M ;T 


Los Angeles — Dave 
Gallardo, 


13O, Los Angeles, knocked out Nat 
"Stonewall" Jackson, 120^, New 
Orleans, 8. 


Miami Beach — Ralph Dupaa, 134, 


New Orleans, 
outpointed Diego 


Sosa, 132*4, Havana, 10. 


Newark, N. J.— Phil Ssxton, 


174, 
Elizabeth, N. J., outpointed 


Jimmy Cerello, 189 ?4, Hoboken, 


•r Tfce AMeetatee Press 


BASEBALL. 


Beaumont,. Tex_—Veteran south- 


paw Johnny Vander MeCr, wha 
hurl«d two successive no-hitters 
in the National League in 1938. 
pitchedv a no-hitter for Tulss. 
against Beaumont In the Texas 
league, 12-0. 


Washington—Walt Dropo, Do- 


troit first baseman, tied major 
league record by getting 12 con- 
secutive hit*. 
He fouled out SB 


13th try. 


GOUT 


Denver — Joe 
Conrad. 
HorHi 


Texas State college sharpshooter, 
won qualifying medal In Trans- 
Missiasippi tournament with a 
69-67—136. 
r 


INDUSTRIAL. 


'SOFTBALL LKAOTTB 


Tuesday's Result* 


Thomas Coupling T, Sylvania •, 


Standings 


W. 1,. Pet. 


Thomas Coupling . . 3 
0 1.000 


Gtriffre's 
1 
1 
-M7 


Sylvania 
1 
2 
.333 


Emblem Oil 
0 
3 
.000 


STORE 
HOURS 


WEEKEND 


SAVE- 
VALUES 


THURSDAY . . 9 A. M. to 9 P. M. 
FRIDAY 
9 A. M. to 6 P. M. 


SATURDAY . . 9 A. M. to 5 P. M. 


Special Pnrchaie! 


\ 


100 ONLY MEN'S 


BETTER QUALITY 


COOL RAYON 


TROPICAL PANTS 


At 


Lew 
Price 498 


Featherweight! 
CiwaM-Rcsistant! 


You beat the heat and 
the high cost of living at 
Pennev/s! Come in! Pick 
out several pairs of these 
good-looking slacks (we 
have -your favorite 
shades). Buy 'em now^ 
atPenney's price! Con- 
tinuous waistband, re- 
versed pleats. Sizes 20 to 
42. 


JUST UNPACKED! COOL! COOL! 
\ 


RAYON 
PUCKERETTI 
SPORT SHIRTS 


2.98 


They'll keep you eool 
when the mercury zooms 
—and what's more 
they're hand - washable, 
, need no ironing! Big 
sport shirt values in 
breezy solid colors, small, 
medium or large sizes. 
Long $!*•¥*• . . . 3.91 


NEW SHIPMENT! 


NO-IRON COTTON 
PUSSE PAJAMAS 


2.98 


So c-o-o-1 f o r w a r m 
weather wear — and just 
t h i n k ! these launder 
easily, never need the 
touch of an iron! But- 
ton - front or slipover 
style pajamas in solid 
colors, with contrasting 
piped edges, sizes A, B, 
C, D. 


Mm'* Cool DUCK OXFORDS 


WITH CREPE RUMER SOLES 


Sizes 6-11 
strewn 


With thick crepe rubber sojes for long 
wear! Cool, washable, heavy duck ox- 
fords with cushion insoles and cork 
platforms for comfort, flexibility .. . 
they're values at Penney's price! 
479 


W A R R E N , 
P A . 
T I M E S . M I R R O R . 
W E D N E S D A Y . 
J U L Y 
1 6 . I » 5 i . 
L t V fc TV 


ELEVISION ft RADIO FOR TONIGHT 
idle-TV . Everyday • All Right* 
H. T. 
A Cc., Inc. 


DYKE'S DAIRY 


—PHONES— 
Warrctt 1865 


Youncavllle 5-2M1 


"Specify Dy*«'t 


For tiff/* 7y 


CUSTOM ftMDf 
KITCHEN UNITS 


EDGETT FUMING MILL 
U CUrfc Street 
Phon* I8T7 


HOAGVALL HARDWARE CO. 


L3 PENN'A AVE., C. 
PHONE 84 


•1NERAL HARDWARE — N.UMUING SURPLUS — TOYS 


B:M 
Ula Bill 
Bwg'Keaton 
jn & Sparky 
•a to Lean 


Farrell 
IMeeUn- Ke«ten 
(Music 
Flesh GordM 


KDKA 
I Wax. Museum 
Was MUMUIM 
WGR 
Outdoor Barotn. Curt Ma»«*y 
WJTN 
Frmnkie Masters Music 


WHEN TV H*wdy Doody 
H««dj O«ed? 


ewa 
ew»-SporU 
ews-Sport* 


T«llo Test 
i 
Sports-Cal 1-Aep. 
Sport* Roundup 


KOKA 
WJTN 


«:S« 
. 
8:42 
Hollywood Date 3 Star Extra 
John UasceUea (Lowell Thomaa 
! 
Newi 
Tntll Saitebreih TnU 
WHEN TV New 


!SUrs Sine 
Sport* 


EDWIN H. LEY A6ENCY 


"ALL FORMS OF INSURANCE" 


WABBEN NATIONAL BANK BLDTt. — PHONE 17W-J 
H. LEI 
—«— 
C. O. IOUJJG 


- 
7:00 
, 
1:16 
telody Mafic 
{Melody Magle 
Fax-works 
Convention 
eadline Edition Elmer Davis 
nmmer 
i Showcase 


I 
7:8» 
KDKA 
[World Newt 
WGR 
Convention 
WJTN 
Lone danger 
WHEN TV Summer 


|1 Man's Family 
'E. R. Murrow 
Lone Ranker 
Sh«wea*e 


GUARANTEED ROOFING AND HEATING 


ESTIMATES CHEERFULLY GIVEN 
WALTERS HARDWARE 


rOCNGSVILLE, PENN'A 
PHOKE S-S2H 


8:00 
lalls of I^•y 
learthstone 
ralentino 
L Godfrey 


8:15 
Halls of Ivy 
Hearthstone 
Valentino 
A. Godfrey 


8*30 
KDKA 
Gllderaleeve 
WGR . Dr. Christian 
WJTN 
Pasternak 
WHEN TV Convention . < 


8:45 
Glldersleeve 
Dr. Christian 
Pasternak 
. . Highlight* 


BEVEVINO ELECTRIC CO. 


WESTINGHOUSE APPLIANCES 


»l 418 'PENN'A AVENUE, WEST 
PHONE 478 


9:08 
iroucho Marx 
fohnny Dollar 
PBA 
rV Theatre 


| 
9:15 
.Groucho Marx 
Johnny Dollar 
I TEA 
I TV Theatre 


KDKA 
WGR 
WJTN 
WHEN TV 


9:3" 
I 
8:45 
Big Storv 
Big Story 
Steve Allan Sho.'Convention 
Convention 
(Convention 
TV Theatre 
I TV Theatre 


Sealtest 


Ice 


Cream 


TRY OUR QUICK 
TASTY LUNCHES 


B & B SMOKE SHOP 


American 
Greeting 


Cards 


U:M 
Summer 
IBC Bouts 
John Daly - 
Boxing 


I. 
19:15 
Serenade 
[IBC Bouts 
[Dream Harbor 
IfioxLn; 


KDKA 
WGR 
WJTN 
WHEN TV 


16'89 
Portrait'of City 
Jerome Orch. 
Stars Review 
Boxing 


10:46 
Portrait of City 
Jerome Orch. 
Stars Review 
Sport* 


11:09 
New* 
News 
5 Star Final 
News 


11:15 


•ports World 
jports 
Sports 
Be Annooneed 


KDKA 
WGR 
WJTN 
WHEN TV 


11:80 
Party Lin* 
Glacy'B Basm't 
Dance Music 
The Web 


11:45 
Party Line 
Glacy's Basm't 
Dance Music 
The Web 


BEEBE'S RESTAURANT 


430 Pennsylvaala Avenue, West 
HOME COOKED FOODS 


Phone 9898 


ORGAN MUSIC 


FUNNY BUSINESS 
By H«nhberg«r 


DR.I.M. ONTHEBEAM 
P5YCUIATQIST 


"Ht fights «v«ry child in the Mighberhood—» 


unfuccetftfullv!" 


f EEl 


When a girl with a good build 


walks down the street, there are 
always plenty of building inspec* 
tors around. 
«>NU 


Ease that 


Chew Wrigley's Spearmint Gum. 


Pleasant chewing reduces strain. 


Helps you feel relaxed, 


r it anytime, anywhere. 


A03M 


OUR BOARDING* HOUSE witfc MAJOR HOOPLE 
ale OF TKOSB _ 
WITH 1UAT MAKDI 
RACE Of VbURS 
LIT IM MY CHICKCM 


1M6 K 


SO TH«T THEY 


rE<3At>, MADAM / lri«TEAD OF 
6LXN* MCjYtxR eerreR coo~ 


V4CXJLO 86 TO VOTE FOR ME I 


"~ 
?—IM/WYPIRST, 


• TO COKX3R6SS T 


PftOAOSC TO UGSE IM-^ 


CHICKC6M 
LeSISLATlOrJ 
—-HAR-ROMPh1! 


OUT OUR WAY 
By J. R. Williams 


SIDE GLANCES 
By Galbraith 


'What if you did make a grand slam? You bid wrong. 
>layed it wrong and I can prove you didn't havt a grand 


slam hand!" 


CARNIVAL 
By Dtek Turner 


'Bills, bills, bills! I wish, dear, you hadn't taken me so 
literally when I said all I wanted to possess In this world 


was you!'* 


BOOTS AND HER BUDDIES 
By EDGAR MARTIN 


ALLEY OOP 
By T. V. HAMLIN 


SHE-IS THE QUEEN ^ NO...SHE 15 
OF SHEBA.? YOU 
I HIS 6I5TER! 


MEAN SHE IS MR6./&V RK3HTOF 


KADOOKUT? 
XSUCCESSION, 


3HE IS THE 
RULER Of 


...BUT HER BROTHER 
WANTED THE 
J OH.THEN 


THRONE FOR 
£7 SHE 15 A 


\HIM5EUF.' 
y&Itt PRISONER 


YES. BUT / AND 
SHE WILL I THEN 
ESCAPE 
V 
*!» 


SOMEDAY. 


THEN SHEBA WILL BE 
A BETTER PLACE IN 
WHICH TO LIVE! 


CHRIS WELKIN. Planetccr 
By RUSS WINTERBOTHAM 


THEWPX WOEK^IT WILL 


THE RP6T Tl«E IN 


EXPLAIN L.ATEP 


NOW LISTEN... 


CUKE FOP. 
CALLJN& EARTH... 


WAITIN6 


OFA1EPIOWE THAT 
PEACH YOU/ 


T/5LKIN'/ .. 
PAL,' 'M a 
APPLIED TO A 
AND^TEADV... 


HOSPITAL 


Coon 
ST"ts 
7* 


BUGS BUNNY 


HOW ABOUT THAT 
PAINT 
ON -yBR HOUSE 
, ELN\ER? 


IF THI* AIN'T TH' 


>l COLOR -VA uikre 
I C'N CHAK6B IT/ 


STEP OUT HSfZe. \ MOTMINfi 
A/VMNUTE/POC/ J 
CAM 
I THINK >rt*.'LL / CHANGE 


MY MINCV 


VIC FLINT 
By MICHAEL O'MALLEY and RALPH LANB | 


VA ) HOW 5MOULP 
I KNOW, 
IP VA WANTA SEE P_ 
LEAVE VEK NJAM\S 
WE'LL SET IM TOUCH 
COW'T KNOW WHEE6 
HE 


CAPTAIN EASY 


Uf )W ST. PAW. IN 
--U5TS 5B6--I957. 


By LESLIE TURNER 


I TM1 FRENCH POLL 
I WHO CALLED 


MIGHT ABOUT THEM 


DIS W/W, GIRLIE. PA BC!££ 
1TCHIM1 TO ADD D05E TO.HI9 
COLLECTION, W£9 * HIGHBROW 
ART AODKT, MI'REEKIM' Wl(7 


CULTURBl 


KNOW ANYONE 


AMERICA 


TO HELP RECOVER 
ZE CAMVA^ES 
FROM McKEEl MIT 
EEFV0URGAN6 


COULD— 


HI*EVE*AIMT*O00OD,MO/ OMiOCARl 
MT# *W7RT ON POLISH. 8UF / HE» HARDLY 
JOE» MU5HTV PER5UA5IUB I ZE TYPE J 
WITH STUBBORN CU&KWER5! MEED KR If* 
J 


i S 


FRECKLES AND HIS FRIENDS 
By MERRILL BLOSSER 


CLASSIFIED ADS BRING QUICK RESULTS 


WHOLE HOUR 


W"SM DAGMAR. 
OR LIZTAYUOR. 
WOULD DRIVE 


iMt fcj HU amw. tK T. •> *^ •. a. r«^_e«^ 


PRISCILLA'S POP 
AL VERMEER 


PLEASE, 
MOM! 


BEFORE WE 
ON VACATION 
CAN'T WE 
BUV POP AN 
OUTB 


BAD-' 
COOKIE 


FROM 
> 
AND 


SO CENTS 


FROM 
POP.' 


THAT'S SWEET OP 
YOU PR\SCILUAJ 
MERE'S A 
COOKIE! 


ME 


A AND 
WANT 


T W E L V E 
T I M E S - M I R R O R . 
W E D N E S D A Y , J U L Y 
16, 
1 9 5 2 
' W A R R E N . 
P A > 


BYRD WINS RACE 


FOR RE-NOMINATION' 


Richmond, Va. (,ff)—Sen. Harry ; 


F*. Byrd, a bitter foe of New Deal- j 
Fair Deal spending, won a smash.- i 
ing victory for renomlnation in | 
yesterday's Democratic primary, 
i 


Byrd, who said the major iasue , 


in the rough and tumble campaign i 
was "Trumanism," led his Oxford- ! 
educated opponent, Francis Pic!;-! 
ens Miller, 210,625 to 124,803, on! 
the basis of returns from 1,673 of I 
the state's 1,783 precincts. 


ADMTNISTRATION NOTICE 
Letters of Administration on the 
j 


Estate of George L. Kline, late of | 
the Borougn of "Warren, Warren 
County, Pa., deceased, having1 been 
this day granted to the under- 
signed, notice is hereby given to 
all persons indebted to eaid Es-1 
tate to mal« Immediate payment, 
and Those having claiins or de- 
mands against the same will" pre- i 
sent them to the undersigned, j 
properly authenticated for settle- • 
ment. 
, 


WARREN NATIONAL BAKK, ! 
Vi'arren, Pennsylvania. 
| 


Harold S. Hampson, Attorney. 


July 15, 1952. 


July 16-23-30. Aug. 6-13-20-6t 


* GRAYSON'S SCOREBOARD * 


Little John L. Is Big in Boston; 
He Let Saddler Get Off Hook 


BIT HARRY GRATSOU 


Sporta Editor 


i IN FATHER'S SPIKESTEPS—Charlay Moore, riah-h, went to the Olympic Games a definite candidate 
| for a new record in 400-meter hurdles 28 years af er his father, Crip, sailed to Paris as a member 
| of the United States team. The senior h/ioore, renowned at Pennsylvania State College, also was a 
j hurdler. Junior competed for Cornell. 
[NEAJ 
» 
-—. 


JWellsville Wins Its 
• 
First From Falcons 
» 
i 


• 
By The Associated Press 
; The Bradford Phillies got to big 
r Jack 
Dawson last night 
and 


f snapped the Olean pitcher's Pony 
t Baseball League winning streak 
f at 12 games. 
£ 
Bradford beat the Yankees, 8 to 


• 3. Dawson put his winning streak 
E on the line against Philly batters i 
• that have been unable to get their j 
r club out o' the second division all j 
I season. 
But they reached Daw- 


j son for 11 hits, leaving Ms record 
Sjit 14 and 3. 
_, Bradford's competitors for the | 
^cellar spot—the WeUsvUle Rockets | 
~—scored the upset of the night by i 
—beating Jamestown for the first j 
iLtime this season, 5 to 2. 
' 


s. In 
other games, Hamilton j 


^.whipped Coming twice, 7 to 2 and 
^7 to 5 and Horneil drocned Ba- 
ll to 7. 


TJOSTON—(NEA)—By his own modest admission, Tomrr.y Collins 
• 
is "just about the best leather ever to/ step into a ring.'1 


And the spindly sixth-round knockout conqueror of Willie Pep 


quickly adds that "I don't think there is a lightweight who.can stick 
it out with me." He may have something there. 


Collins, 33, hits like a ateamshovel, figures to put bumps on Glen 


Flanagan's head when he tackles ihe St. Paul Mick in Boston in the 
tournament to determine the interim 126-pound ruler. Sandy Saddler 
has. 22 months more in the Army, you see. 


Those who saw Collins let Saddler get off the hook in Beantc-wn 


last Mar. 17 say it won't be a contest if—and when—they tangle again. 


Collins, oldest of 16 children, grew up on Boston's tough south side. 


He was a constant visitor to the city's municipal gymnasium at 12. He 
has been retarded by three operations on his left hand, which has 
been broken four times, another on an eye and another on his back. 


Sea'ed proposals will be received 


by the Supervisors of Conewango 
Township, Warren County-, at the 
home of the secretary, until 8 
o'clock Eastern 
Standard 
Time 


Aug. 4, 1952, for the following 1m- 


! provement: 


j 
Approximately 
3200 
square 


yarda of bituminous surface 3 in- 
ches thick meeting Pennsylvania 
Department of Highways specifi- 
cations for either H. E. or XD-2 
surface 
course complete-in place 


oa existing base. 
[ 


Form of contract, instructions I 


to bidders, proposal forms, may bs | 
viewed at the 
home of 
M. P. ] 


Schwanke, Secretary, 
Board 
of 


Supervisors, R. D. No. S, Warren, 
Pennsylvania, 


Each proposal must be accom- 


panied by a certified check In the 
amount of 5200.00. made payable 
to the treasurer of the board of 
supervisors 
of 
said 'Conewango j 


Township as & proposal guarantee | 
of execution of contract and bonds, j 


All proposals must be upon the j 


blank forms furnished by the un- 
dersigned. The supervisors reserve 
the right to reject any or all pro- 
posals. 


M. P. Schwanke, 
Secretary of Board. 


7-16-21-24-St 


Picnics Got 


Their Start 


In Europe 


Ko one person is credited with 
originating the idea of eating out 
of doors. Before man learned to 
shelter .himself in a cave or a tent, 
he ate out of doors by necessity. 
It was the custom to eat outdoors 
—and usually, it was no picnic! 


One* -man was housed, though, 


K became a pleasure to-move out- 
side to eat a meaL Picnics have 
been going on for hundreds of 
years. They had them in .France 
and in Germany and in Italy. They 


land, but it took us Americans to 
really build picnics into the popu- 
lar meal-feasts they are today. 


Britains dcvelopsd the practice 


ef having meals served for an en- 
tire community outdoors simply 
because no one building could 
house such a group. 


Where Name Originated 


Each, family brought along a 
variety of foods. They were all 
placed on one large table and peo- 
ple walked around "picking" and 
"choosing" what they most wani- 
ed. "Picquer" is the French word, 
moaning "to pick" and that's 
where the "pic" in picnic came 
£rozn. 


But til sources of infonr.aiicn 


fail to reveal how the "nic" gee 
tacked on. But what difference 
dees it make? A picnic is spelled 
f-u-n in any language. And this 
month. July is spelled p-i-c-n-i-e! - 
Ail it takes to make a picniS is 


ona or more people, plenty of good, 
food, and a small patch of nature's 
outdoors. 


Any sire group in any size local- 
ity, vrhatever the scenery, no two 
picnics are ever alike, so they arc 
fun to have any day of the week. 


In your own backyard, you can 
have hot meals, or cold; family 
gro-pa or neighborhood gather- 
ings. 
You can have cold sand- 


wiches or hot; cold drinks or hot. 
You can ccok in a skillet, or use a 
sharp stick. Have aa elaborate 
barbecue in your outdoor fire- 
place. Or, prepare it all in the 
house and bring it out ready to 
eat. Set the works on the table and 
iei everyone make up his or her 
sandwiches to his own choosing. 
Sandwiches of any sort always did 
fill the bill at a picnic. Meat, 
cheese, eggs—almost any food you 
can name seems to taste better 
sandwiched between two or three 
•slices of bread. 


tSU*Aft«llOVIFAJt 


,J PLANS ARE MSCUSSB 


Sugar Grove—Additional details 


for the annual Community Fair on 
September 11, 12 and 13 were dl«- 
euased by directors of the 
Corn* 


munity Fair Association at their 
regular business session. Harry 
Bergatrom presided, announcing 
Richard Farver will Interview su- 
perintendents of the various de- 
partments before they 
are an- 


nounced. 


It was decided to have a budget 


committee to plan financial 
af- 


fairs, with T. Q. Stohlberg. F. A. 
Schoonover, Richard Farver, David 
Wright and Carl Allen named for 
that assignment. 


It was reported the association 


Classified Ads 


will rent equipment for the horse- 
pulling contest, which is to be in 
charge of Karl Laurence. 


J. A. llclntoah was appointed to 


sen.-* on the concessions commit- 
tee with members of the fire de- 
partment and the American Leg- 
ion. 


Hotel Jamestown 


I 
CASH RATES I 


•J» ta U 
IS to Si) * 
or 1 UBM 
or -«IULO« 
.76 
.» 
1.06 


L44 
x.93 


SL4C 


a,s» 4jD 


vorOser 7110M ISO 8.M &.SO 
jgtett ward»er SUM* LU B.M 140 
Uta4a wardaar ilia** 1.60 4.33 7.20 
U ta til words or 10 tins* i-£a tea 6.(£ 
31 ta&C words erUliau IM ti* «tfip 
\* t* 
rordaw 13llne» I.B5- &.'* •.(•> 


ittly tmtM 


S* eUuIaM aerantumc «1U bo 
•ror 


GOOD 
FOOD 


Invites 
You 


SPECIAL 
Sunday 
Family Dinner 


PRIVATE 
DINING 
FACILITIES 
for 6 or 600 


You'll 
Have 
Fun 


-Yk Seixas Enters 
:; 
3rd Tourney Round 


~ Philadelphia 
(&) — America's 


«No. 
JL tennis player, Vic Seixas, 


a. smoothly stroked ms way into 
-third-round play of the Pennsyl- 
~ vania State Tennis Championshipa 
"t-"1""/ 
\vhile 
the 
nation's 
top 


•s women's star, "VTimblerton "ne"-- 
^Maureen ConnoSy of San. Diego, 
~ was slated to stage a belated first- 
•" round appearance. 
? Another Californlar., Eilis Slack 


txfra 
MYI 


fvflra 
IH5HTI 


AT NO 
bfr« 
COSTI 


m i*et. 
Mmn 


ewn 


WINNING 61 of 67 professional fights, 47 by knockouts earned 
" Collins ihe nickname of Little John L. He's' an old-fashioned 
thrill-provider in • class -which usually lends itself to fancy ring work. 
He's one of -the principal reasons boxing has prospered here for the 
past year. 


Collins sleeps so well before a match that one night, when .his 


folks forgot to wake him, he rushed into the Boston Garden dressing 
room Just 20 minutes before fight time. 


Deeply religious, Collins has a ready answer to what happened to 
him in the Saddler shindy. 


"When I knocked Saddler down," hs explains, "my patron Saint, 
St. Francis Xavier, -was right there. But it was St. Patrick's Night 
and St. Francis kept saying it was a left lhat put Saddler down. St. 
Patrick insisted it -was a right. While the two' were settling tl» 
matter, they forgot about Tommy Collins in tha ring and let Saddlez 
catch me." 


Opponents suspect they have "been tossed in with half of Boston's 


Irish population when Little John L. gives them a vest-pocket view 
of the original Boston Strong Boy. 


of San Francisco, moved into the 
third round after staging1 the tour- 
ney's first major upset, a stinging 
6-8, 
6-2, S-4 conquest of 
flfth- 


seeded Dick Gsines, Edgartown, 
Mass. Seixas polished off his sec- 
ond round opponent, Mike Devret, 
Oxford University, 6-2, 6-2. 


Miss Connolly ana second-seeded 


Mrs. Pat Canning Todd, of La 
Jolla, Calif., arrived from Europe 
too late to participate the first two 
days of play. 


pitched a one-hitter. 
Thrae-base 


hit, McComas: Doubles, Rlckerson 
and Kotmaier. 
Winning pitcher, 


Rickerson." 


There Is evidence that there was 


commerce between 
Egypt 
and 


Crete more than 8,000 years ago. 


NOT STOVE 


JUNIOR LEAGUE 


At Memorial Field: 
' 


Seneca Lumber ... 000 000 2—2 S ' 
Floridin 
200 010 x—3 6 


1 Winning pitcher, Smith. 
Bat- 


, terles, Smith and 
Sedon, Solock '< 


, and Ross. 


At Claredon: 


Legion.. .OOO 000 0—0 0 S i 


|Clarendon 
411 003 x—8 8 l! 


Winning pitcher, Crosley (131 


strikeouts). Home run, Crosley. 
I 


*"x3 


DuBois 
Export 


MIWID BY THI 


i MIWIN6 CO., WJBOII, 


Dlsfribifotf by: 


CITY ICE AND 
KVERAGE CO. 


Phone 1166 


HOT STOVE RESULTS 


ttTEBMEDIATE 
LEAGUE 


YFW 
005 200 20—9 10 S 


Everts Hdwe.,101 040 30—9 10 3 


Batteries: VFW, Redm'ond °eS 
Swanson; Everts, 
LeTrent and 


Tamburine. Home runs, Redmond 
ana Hoffman, both of VFW. 


Hanna Motors ..000 001 5—6 S •> 
Toungsville 
000 100 2—3 4 3 


Batteries: Hnnna Motors, Kitt-! 


ner 
and 
Simoncs; 
Youngsville, ' 


Kulbacki and Haight. Three-base 
hit, Hendrickson, Winning pitche- 
Klttner. 


Western Auto...004 211 0—g 7 3 
Anderson Bread. 100 000 2—3 l g 


Batteries: Western Auto, Rick- 


erson and Wiedmaier; Anderson's, 
Schafer and Chesnutt. Rickeraon 


HEY 
KIDS! 


GET YOUR 
FREE 


TICKETS 


Printz's 


Fourth Annual 
BASEBALL 


NIGHT 


FALCONS 


BRADFORD 


Tuesday, July 22nd 


PRIZES 


GALORE! 


Nofhlnq Te luy! 


Stop In Oar Ye»Rf America 


Shop for Pree Ticker 


TODAY, la pay day tor all tne| 


"oiks who have classified ads. 


Saturday 
Night 
Dancing 


No minimum 
No. cover 


/ 


led 


CLOTHESLINES 
.. ARE FOR 


- THE 
BIRDS1 


' Wbstinjjhouse 


ufcmc 


CLOTHES DRYER 


IS FOR YOU! 


U^ SUN MOB aOIHB 


Keep colors bright. 
Dry. 
clothes in a Wasunghousa 
Electric Clothes Dryer. 


WEAIHEK FAIR? 


Tt*r»'*<*rt fa 


NOTICE 


Letters Testamentary on the 


Estate of Louise R. Graham, a/k/a 
Louise R. Grace, a/k/a Mrs. Sari 


1 Graham l&te of the Borough of 
"Warren, Warren County, Pa,, de- 
ceased, having been this day grant- 
ed to the undersigned, notice Is 
hereby given to all persona In- 
debted to said Estate to make im- 
mediate payment, end those hav- 
ing claims or demands against the 
same will present them to the 
undersigned, properly authenticat- 
ed for settlement. 


William Patrick Grace, Executor 
1910 Pennsylvania Avenue, E. 
Warren, Pa. 
Joseph H. Goldstein, Attorney 
Warren Nat'i Bank Bldg., 
Warren, Pa. 


June 26th, 1S52. 


July 2-8-16-23-30. Aug. 6-6t 


Jamestown 


Jamestown, N. Y. 


Warren's Finest Childna't 


Have dirt free clothes. / 
Dry them in a Weetinghous* 
Clothes Dryer. 


LfT IT MM... 
or rr BLOW 


Wash, then dry clothes on 
bad days. Enjoy yourself on 
Bunny days! 


... of e»on«, tt'i tttetnsl 


PUT rCJf ft / r •'* C 


C. BECKLEY 


Cor your 


SPEED QUEEN 


WASHER 


Immediate Delivery 


CROSLEY PRODUCTS 


for 


HAPPIER LIVING 


Warren Electric Ce. 
SIS Penna. Are., E. 
Phone 


Yea Will •• Sore fo Hoar 


With a Tiny 


CLEARTONE 


*7R*°° 
Only f 9 


Freeh Batteries for Kearty 


All Hakes 


P. C.TJNDER 


US Conewango Ave. 


Warren, Pa. 
1S05*S 


FREE 


COOM fci tmr ywrr npy 
"GUIDE TO THI 


WEATHER" 1OOK 


\\festinghouse 


BEYEVINO ELECTRIC CO. 


418 Peaae. Ave.. W. 
Phone 47f 


Buy U. S. Savings Bonds 


F O R Y O U R E N T I R E F A M I L Y 
MEDICU 


EXPENSE 


S 
. 


INSURANCE FOR THESE DISEASES: 


Entire Family 


$10-°°eiitye*r 
$17-50 two m. 
$25'°° three yn. 


This U th« n«w*it, broed*tt 
fat POUO ond 1h» MVMI "dnee" 
diMBUL PlAY SATEI Intwr* wtry 
member of your family NOW. The 
Policy PAYS blonbtt irodtal, he*. 
pltal, nurto and ether btllt up to 
JSOOO for tach porton In your 
family. If you with PoTio eovtrogo 
only *ho COST for th» enliro family 
fi law: 1 yoar $6.00; 3 y«ar* 
$1500. Phor.i far details today. 


P O L I O 


SCARLET FEVER 


DIPHTHERIA 


SMALLPOX 


LEUKEMIA 


ENCEPHALITIS 
TETANUS 


SPINAL 


MENINGITIS 


Telephone— 1254 


Win. P. Taylor Agency 


Center Sixtfc Avenue end Henry Strari 


WARRRN, PA. 


Announcements 


CHERRIES—Sprayed fruit. Bring 
containers. Pick your own/ Bert 
Manrosa and Gerald Mack, 79 
North Portage Street, Weatfteld, 
New York, Tel. «-W. 


Automotive 


11 
AUTOMOIILES tot 
SALE 


USED CAR BARGAINS 


1950 Buick Station Wagon 
1930 Chevrolet Coupe 
1950 Ford 2 door 
1948 Pontiac 2 door 
1946 Pontiac 4 door 
1941 Buick 2 door 
1940 Chevrolet 2 door 
1939 Pontiac 4 door 
1939 Dodge 2 door 
1938 Dodge 4 door 
1936 Plymouth 4 door 


Open Friday Evenings 'til 9 


C. C. SMITH, INC., 


11 Market St. 
Phone 270G 


RASFBERFOES, Red asd Black. 
Young planting, large, firm ber- 
ries. Pick your own or ready 
picked. Bob Walker Fruit Farra. 
S. Roberts Road, Sheridan — 3 
miles east of Fredonla. 


Ice" Cream, SSc pt., 55c 


qt, % gal. 85c. H&dden Confec- 
tionery, Hemlock St. 
CHERRIES! Sweet & Sour! Well 
sprayed, low trees.. Raspberries. 
Bring containers .if possible. Fol- 
low our signs. Earl Walker, 3 mi. 
east Fredonla. S. Roberts Rd. 
Phone Fredonla 2-4404. 
WE CLEAN CLOTHES for 
the BEST PEOPLE. Ph. 189. 


ALCOHOLICS ANONYMOUS, 
Warren, Group; P, O. Box 423. 
Warren, Pa. 
Meets 
Tuesdays, 


8:30 p, m., Trinity church, parish 
house; Saturdays, 8 p. m., W*r- 
ren State Hospital. All inquiries 
confidential. 


STKAYD, lOSf. FOUND 


LADY'S -Gold Hamilton Wrist 
Watch with expansion band. Lost 
Friday or Saturday. Call Ludlow 


i 2762. Reward. 


FOUND Boy's sweater on Times- 


Mirror bench. Owner prove prop- 
erty. 


Automotive 


11 
AUTOMOHLB FOI SAU 


. 'USED CARS 


1049 Dodge 2 doer 
1947 Plymouth' 2 door . 
1946 Chevrolet 2 door 
1941 Buick 4 door 
1939 -Plymouth 2 door 
1938 Oldsmobilc 4 door 
19S6 Ford S dear 
-- 


H. L. U^TC. 


6 Water Su 
, Phone 3000 


USED CARS 


. Guaranteed Inspected 


1951 Pontiac Streamlined Coupe 
1851 Pontiac Chieftain 4 door 
1950 Olds Sta. Wagon, - all steel 


body 


1950 Studebaker Champion 
1950 Chevrolet Convertible 
1949 Pontiac Chief tain 4 door 
1947 Oldsnabile 76 sedan 
1947 OldsmbbUe 78 sedan 
1947 Kaiser, sedan 
1941 Pontiac Club Coupe 
1937 Chevrolet sedan. 


\VEIGEL, MOTOR SALES 


> 
S23 Penna. Ave., W. 


1942 FOUR Dcor WlUys da luxe 
sedan, below ceiling; also small 
house trailer cheap. Phone 5-2071 
Youngwille, Pa. 


1941 CHEVROLET 
Club 
Coupe 


Convertible. Phone 2178. 


19S6 DODGE Goach, good condi- 
tion. ,Paone 17S8-R. 


O-K GUARANTEED' 


USED CARS 


1950 Chevrolet 2 door, 


R. & H., Powerfflide 


1950 Chevrolet 2 door. R. * H. 
1949 Chevrolet 2 door 
1948 Chevrolet CSub Coupe 
1948 Kash 4 door" 
1947 Ponttac Convertible 


Cars & Trucks up to $300, 


no down payment. - 


Dan's Used Car Lot 


Pa. Ave. E. and Irvine St. 


Phone 1244 


1951 STUDEBAKER Commander. 
Hay be seen at 811 Penna. Ave., 
E., rear, after S p. m. 


1941 OLDS Hydromatlc 4 door"s7- 
dan. Good condition. New Inspec- 
tion. Will sacrifice for 1295.00. 
Phone Sheffield 4797. 


USED 


1951 Kaiser De luxe sedan 
1951 Frazer Vagabond 
1950 Nash Statesman eecan 
1950 Crosley sedan 
1949 Kaiser Traveler 
1949 Plymouth sedan 
1948 Chevrolet 2 door 
1943 Studebaker coupe 
1947 Plymouth Club Coupe 
1947 Kaiser sedan 
1946 Ford sedan 
1941 Chevrolet sedaa 
1941 Pontiac sedan 
1940 Chevrolet sedan 
All cars Under "S300. No tiown 
payment required. 


BANNA MOTOR SALES 


Kalser-Frazer- Henry J. 


Warren, Pa. 


11C 
TRAILER FOR SALE 


HOUSE TRAILER—1949 Spartan 
Royal llansion, 33 ft. Shady 
Lawn Tourist Court, Star Brick. 


12 
TRUCKS FOR SALE 


WC22T White tractor. HD frame, 
springs, differential. Airs, trans. 
. 60,000 
miles. 
New 
condition. 


Write Bos 47 c/o Times-Mirror. 


Business Service 


!• IUSSNESS SERVICE OFFERED 
EAVSS spouting: — long lasting 
galvanised Toncan & Armco. Free 
estimate. Home & Garden Shop, 
2009 Pa. A.ve., E. Pfaone 3052-J. 
WE CLEAN CLOTHES for 
the BEST PEOPLE. Ph. 189. 
FOR Laundry and dry cleaning! 
service that pleases, phone 452 or I 
3015. 
\Villa Cleaners, 327 Pa.1 


Ave., W. 
RENT a Singer electric portable : 
sewing machine at low monthly; 
rates. Free delivery. Call 3383.! 
Singer Sewing Center. 
REPAIR all makes of sewing ma- 
chines. Estimates furnished in 
your home without charge. Smg- 
er Sewing Center. Phone 3383. 


RENT A FLOOR SANDER 


Save money by refmishing your 
own floors. 
Adds years of Life 


and givps them new beauty. It's 
easy to do, too. Free instructions. 
Montgomery Ward & Co. Pbor.e 
2900. 


25 MOVING. TRUCKING. STORACS 
SUPER Service by our experienc- 
ed personnel means prompt, reli- 
able, courteous service. Warreu. 
Transfer & Storage Co. Phone 
1193. 


HOISTING-Hauling Heavy 
I,Ia- 


chinery, our specialty. We ara 
equipped. Masterson Transfer Co. 
Phone 35. 


Employment 


32 
HELP WANTED—FEMALE 


DISH Washer for night worl: at 
the Savoy. 
CHRISTMAS CARD SPECIALS 
Make 150% profit on sensational 
new Christmas Assortment! Also 
25-Card $1 Bos; 40 for SI Person- 
alized Cards; 
over 100 others. 


Cash Bonus; Money-Back Guar- 
antee. Get FRi3E I m p r i n t 
Samples and Assortments on ap- 
proval. Cardinal Craftsmen, 1400 
State, Dept. 7-M, Cincinnati 14. 


WOMAN for part time kitchen 


work. Apply S. S. Kresge Co. 


USED CARS 


1951 Studebaker V8 Commander, 


4 door, overdrive, R. * H. 


1M9 Ford V« Vuetora 4 door, ov- 


erdrive, R. * H. 


1M« Mercury Convertible. R.& H. 
1947 Hudson C cylinder Club 


Coupe, R, * H. 


1MO Mercury 2 door 
1940 Plymouth 4 doer 
1939 Chevrolet 8 passenger coupe 
19S7 Pohtlae Sedan 
1930 Tord Coupe 


MARINER* BROS. 


Younfrsville, Pa., Phone 2-234; 
CERTIFIED CARS * TRUCKS 
WARRKK COUNTY MOTORS 
194« Dodge Coupe 
1949 Studtbaker Champion 
19S1 Chevrolet 2 doer 
1813 Pa. Av»., W. Phone 1777 
»trz u. a. SAVINGS BONT« 


ALERT WOMAN 
Nationally 
advertised company 


has openings for two (2) ambi- 
tious ladies: direct selling experi- 
ence helpful. 
Call on qualified 


prospects. No door to door can- 
vassing. 
Attractive 
earnings. 


Complete training and follow up. 
Dignified permanent position. Car 
necessary. For Personal interview 
write J. M. Beale, Home Decorat- 
ors, Inc., Newark, New York— 
stating qualifications. 
WANTED Practical nurse. Call 
Mrs. George Hokanson, 5571-R-l. 
POSITION WITH a Future. Mar- 
ried woman with a pleasing per- 
sonality who needs to add ?45 to 
$75 or more every week to family 
Income. Out of town opportuni- 
ties also open. Car necessary. Age 
25 to 48. Flexible working hours. 
Permanent position with national 
organization. Opportunity for pro- 
motion. Write now for "Get Ac- 
quainted" interview application. 
P. Q. Roberts, Empire Crafts Cor- 
poration, Newark, New York 
State 


HILP WANTED—MALE 


LUMBER Filer. Must be experi- 
enced. McMlllen Lumber Co, 
Sheffield, Pa. 


GIRL or middle aged woman aa 
companion for elderly lady and to 
•uist with housework. 
Writ* 


Box 97 care Times-Mirror. 


V A R R E N , P A . 
T I M E S . M l R R O R . W E D N E S D A Y , 
J U L Y 
1 6 , 
1 7 5 2 
i c c 


Times-Mirror Want Ads Take No Holidays—They Get Results Everyday 


Employment 


HUP WAMTU—MALI 


STGLING Bros, and Barnum ft 
illey Ctrcu* want* working men 
all department*. Steady, year 


jund employment with Meale, 
adging and Tranaportation fur- 
shed. 
Contact Timekeeper's 


'agon 104 en clreua pounds at 
Barren Municipal Airport, Fri- 
iy, Juy 18th. 
-LES opportunity for Intelligent 
idustrious married man who is 
iaklng a good Income now but 
>uld like to do better. Business 
dminlstration education helpful, 
ome traveling. Must lire In 
Bradford or Warren, Pa. 
Well 


bove average income. Establlah- 
d territory. Write details to Box 
0 c/o Times-Mirror. 


Merchandise 


HOUSIHOLO GOODS 


ANTED—Men for Cabinet room. 
Ipply Phenix Furniture Co., 115 
i. Carver St. 


POSITION WANTID—FIMALI 


OUNG woman would like to do 
yplng in own home. Call 2495-W. 


PIECE "modern bedroom suite, 
breakfast set, mahogany dining 
room, furniture, occasional chairs, 
lawn mower, sinks, single beds. 
Trade-In Post, Penna. Ave., VT. 
at Walnut St., open i-5, 6-8. Call 
313-R. 


•2 
MUSICAL MIRCHANDISI 


SPINET PIANO — Just arrived 
from the factory. Special bargain 
to quick buyer.' 'Kofod 
Piano 


Shop, 107 ^N. Carver St, 
Phone 


3308 or 1622 for appointment. 


44 
SPICIALS AT THI STORES 


9 X 12 AXMINSTER. rugs priced 
to sell. Common nails 
lOc a 


pound. Beautify kitchen & batn 
room wall? with Gold Seal Congo 
, wall. 
Cole's 
Furniture. "Store, 


2021 Penna.-Ave., E. • 


SUMMER Merchandise reduced. 
Dorothy Ann's Children's Shop, 
605 Pa. Ave., E.^ 


BUSINESS OPPORTUNITIES 


FFICE man with some bookkeep- 
ng experience for permanent po- 
lition. Must be interested In ad- 
'ancement. McMillen Lumber Co , 
Sheffield, Pa. 


^00 MONTHLY POSSIBLE, we 
his area to refill and collect 
vill select a reliable person from 
noney from our New Automatic 
Merchandising Machines. No sell- 
ng. Top quality applicant must 
lave car, good references 
and 


1600 working capital which is se- 
:ured by Inventory. Devoting 8 
,o 10 hours per week may net 
ip to $400 monthly with an excel- 
ent. opportunity of talcing over 
"ull time. We will allow the per- 
iOn we select liberal financial 
issistance for expansion. For In- 
.erview, write, giving full par- 
iculars, name, address, age and 
jhone number to—National Sales 
2o., 1165 Ohio St., 
Ft. Wayne, 


Indiana. 
/E CLEAN CLOTHES for 
the BEST PEOPLE. Ph. 189. 


Livestock 


I 
WANTED—LIY1STOCK 


roULD like young male dog. 


1892-R. 


ETTER prices paid for livestock 
if any kind. Elmer L. fUche. 
Phone 1592 or 3401-J. 


Merchandise 


ARTICLES FOR SALE 


OOD Steel Coal furnace. Conver- 
sion gas burner. H. G. Songer, 225 
Jackson, N. Warren. 
EAR Headlight Tester. Phone 
1987-W. 


ORANGEBTJRG Pipe and'fittings, 
complete stock. The modern drain 
material. G. L. F., 704 Pa. Ave., 
E'. Phone 2729. 
WE CLEAN CLOTHES For 
the BEST PEOPLE. Ph. 189,. 


Real Estate for Sale 


HOUSES FOR SALE 


HOUSE—4 rooms and bath, 
4 


miles west of. Pittsfleld, Rt. 6 
Phone Chandlers Valley 10-R-6, 
or write Marvin Sliter. 


tf 
LOTS FOR SALE 


LOT—Suitable for Cottage on Riv- 
.*r or Creek. Write Box 66, e/o 
Times-Mirror. 


•9 
WANTED—REAL ESTATE 
I 
. 
. 
i 
ELDERLY MAN wants to buy a 3 I 
or 4 room cottage close to War- 
ren along Uie Allegheny River. 
Will pay up to $850 if in good lo- 
cation. Write Box 605 c/o Times- 
Mirror. 


MONEY 


CMunuity Consvmer 
Discount Company 


FtMndnl * LMIM • til «• taM 


Penna. Av». and Hickory St. 
Warrm 


LOT WANTED Suitable for cot- 
tage on river or creek. "Write 
Box 66 c/o Times-Mirror. 
BUY U. S. SAVINGS BONDS 


KITCHEN 
HARDWARE. Com- 


plete line. All finishes and styles 
in stock. Hansels, 'TO'CT Penna. 
Ave. 
E. 


SHOPPING for LIGHTING FIX- 
TURES made easy at SCHAEF- 
FER 
ELECTRIC1 CO. More 


than. 150 on display. Repairs to 
all small appliances. 


6* 
WANTED TO BUY 


WANTED—BOY'S 24 inch bicycle. 
Phone 1667-R. 
* 


WANTED — USED Play 
Phone Ybungsville 4-3663. 


Pen. 


WILL buy pipe in ground 'or leases 


to abandon. Call Bradford 5053 
or write 174 South ave., Bradford. 
ARE YOU LEAVING TOWN? 
We will 
buy your complete 


household goods. Trade-In Post, 
1401 Penna. Ave., at Walnut St. 
Open 1-5 and 6-8. Phone 3.13-R. 
WILLIAMS SALVAGED Co. is buy- 
ing scrap and junk cars, all waste 


• materials. Phone 2914.- - 


Real Estate for Rent 


74 
APARTMENTS AND FLATS 


4 ROOM AND 3 ROOM unfurnish- 
ed apartment. Call 440-R- between 
5 and 6 p. Jn. No objection to 
children., 
, 


5 ROOMS and bath. No objection 
to children. Inq. 461 Chestnut St., 
after 5 p. m. or call 87-M. 


i,L STEEL Teeter-Totter; Girl's 
;oat, size T. tfione 1667-R. 
OMPLETE, B u a c h Precision 
F:4.5 Kodak EKTAR Lens and 
Pressman 2% x 3}£ Camera, witn 
synchronized Kalart Range Find- 
;r and Flash Gun. Three cut film I 
lolders. One flilna pack adapter. 
Liena shade -with adapter ring and 
liters. Nasco carrying case. The 
latest all metal Arrow Tripod 
with ratchet pan head to raise 
camera over six feet. Complete 
:ost over $260.00. For quick sale, 
5150.00 cash. Telephone 914-W. 
NE—5 horse power Johnson mot- 
Dr. Call 5808-J-12. 
X 12 BLUE RUG with pad and 
throw rug to match. Good condi- 
tion. Shoe roller skates, size 10. 
Phone 2229-J. 


OR SALE—Used canning jars 
it 2 cants a piece. 435 Prospect 
St., evenings after 4. 
ED 
STAR 
Baler and binder 


twine, special this week, ~$16.50 
i bale. Russell Coal Co., Russell 
Pa. 


AS conversion burner with ther- 
•nostat; 
2 gas floor furnaces; 


citchen sink with faucet* and 
.rap; Handyhot electric washer; 
31ass sash for enclosed porch; 2 
loors 32" x 7'. Telephone 2522-R. 
OTTLED GAS. Installation and 
Service. County wide. M. L. Sat- 
erlund. 
Russell, 
Pa. 
Phone 


Russell 4311. 


r^lJu'llPlrW MATMIAIS ^ 
OOD Used Brick—%c each; Ce- 
nent slabs—24 "x58"x21 
/i" at 20c 


sach. Contact Clair Hendrickson, 
LOS Marsh Ave., Youngsville, Pa. 


PIED, FUEL AND FERTILIZER 


OOD STANDING hay for sale. 


5815-J-12. 


OR SALE — Slab wood, $2.25 
•ord, dellevred. Alao 8,000 ft. 1 
uid 2 inch yellow pine. Phone 
157-R. 


ftOOD THINfll TO EAT 


BILLY'S 1^ 
Cream, 
95c % 


;allon, 8 flavors. RuRseM G, L. F. 


1 TONS OF SWEET CHERRIES 
or sale, during next 10 days at 
Oc per lb. Pick your own. FeJ- 
on'f Fruit farm, Westfleld, N. Y. 


HOU»iMOL» qpOPS 


VINO ROOM «u!te, btdreom 
uite, lounge chair, refrigerator, 
swing machiiM. Ph. 6M5-R-11. 


6 ROOM house furnished, gas fur- 
nace. Inquire 2 Bauer Street or 
phone 2479-M. , 
3 FURNISHED rooms; sleeping 
room, also 1 room apartment.' Call 
233B-W, 37 Glade Ave. 
3 ROOM and bath apartment, pri- 
vate entrance. 112 North Carver 
Street. 
1ST Floor furnishe'd apartment, 2 
rooms & bath. Private entrance. 
808 Pa. Ave., West. 


4 ROOM furnished-apt," third floor, 
bath. -Separate- entrance. Middle 
aged, working couple preferred. 
Phone 958-R. References. 
^ 


1ST FLOOR apartment, 4 rooms & 
bath. Adults. Write BOX 600," C/o 
Times-Mirror. 
FIRST-Floor furnished apartment. 
Private entrance: 500 Market St. 
Phone -S7-W; 
-- 


FOUR room furn."upstairs apt. 
Electric, refrigerator and laun- 
dry. 
Utilities paid. Adults only. 


Phone 454-W. 
. . 


FURNISHED apt. for Rent. 3 
rooms with- bath, private, modern. 
Utilities paid. Write Box 46 c/o 
Times-Mirror.' 


77 
HOUSES FOR, RENr 


SMALL-house, 4 rooms & bath. 
Warren Kmzua Rd., at Brown 
Run Bridge. 


•1 
WANTED TO RENT 


WANTED 5 or 6 room house or 
apartment. Call 1123-M. 


Real Estate for Sale 


12 IUSINES& PROPERTY FOR SALE 
SERVICE 
STATION for 
sale, 


Dick's Texaco, Pa., Ave. E., at 
Parker. Phone P822. 


•4 
HOUSES FOR SALE 


FOR SALE—£ugar Grove, Main 
St., exceptionally nice home, re- 
cently remodeled downstairs, hot 
water heat, modern kitchen, good 
'basement, % A. ground, barn. 
Near East Side business section, 
duplex, 4 .rooms down and 4 up, 
nice kitchens, modern baths, 2 
gas furnaces, nice lot. 
Reduced 


in price. . 
Robert S. .Johnson Agency, Real 
Estate, 407 Warren Natl. Bk. 
Bldg., Phone 2959-J. 


LARGE house and Hip .Roof Barn, 
40x48. - WWte Box 49 c/o Times- 
Mirror. 


HOUSE oh Oak View Road, 6 
rooms and bath. Phone 5817-R-l. 
Bvwybody rtate tto Tlmw-MKrei 


USED OIL WELL PIPE 


Very good condition 


4" pipe, approximately 200 fee* 
3" pipe, approximately 100 feet 
5'/i" casing, approximately 300 ft. 
8" drive pipe, approximately 100 ft. 
1W tubing, approximately 1500 ft. 


Louis Segel & Son 


107 S. South 
Phone 1453-J 


LARGE LOT 


Lot 300 feet fronting on Cone- 
wango Creek and Conewan^o 
Ave. Ext. Road. Nice location 
for summer or year round 
home. Gas, Electric and Tele- 
phone services are available. 
Only $750 for 300 feet frontage. 


Barney Hughes, Broker 


Ben]. 6. Clifton? Rep. 
Phone 635-J or 5848-JS 


Dr. C. F. Wolf ord 


Orthodontist 


. OFFICE HOURS 


.. THURSDAY—• to 1? A. M. 


J FRIDAY— 
'toll A.M. 
1 to 4 F. M. 


,6:30 to IF. M. 


SATURDAY—Y A. M. te 3 P. M. 


Rm. 702 Warren Rank t Trvit llrfa. 


PHONE 1937 


FOR SALE 


COUNTRY HOME 


3 ACRES 


This property Is in good condi- 
tion and Ideally located for 
country living. Call now for 
appointment. 


LOUIS J. COLLINS. 


Representing 


ROBERTS. JOHNSON Ag. 


Warren Nat. Bank Bldg. 


Phono 3530 or 2959-J 


FOR SALE—Just out of town in an 
exceptionally nice location, 9-rootn 
house in very good condition, g»i 
furnace, attached garage, includes 
extra lot. 


ROIERT S. JOHNSON AGENCY 
Rear Estate, 407 Warren Natl. Mnk 


•Ida. Phone 2fSf-J 


TODAY Is pay day (or all the 


folks who have classified ads. 


Refrigeration 


Service 


Commercial and Domestic 


Schaeffer Electric Co. 


Phon* 1840 


CONEWANGO AVENUE 


$6,000 


Just listed for sale a home in a Very handy location which has a 
good monthly income in addition to living quarters on the first 
floor. 
Living ropm, kitchen, three bedrooms and bath on the'1st floor, 
upstairs apartment includes kitchen and living1 room combined, 
one bedroom, large closet and bath. - 
- ' 
- 


CALL US TODAY! 


Dougherty & Beers Enterprises 


Room 2111 
Warren tank i Trust lido. 


Phone 12 
Warren, Pa. 


ETOTEVERTS 


Ph. 1774 
Warren. Pa, 


GIF 


Farm Freezers 


All sites and types 


Will Trade and Finance 


• 


Russell 8 L F Service 


Russell, Pa. 


Phone: Russell 4601 


FCR RENT 


SERVICE STATION IN 


CLARENDON 


Write P. O. Box 658 


WARREN,, PA. 


GRAVELY 


TRACTOR-MOWER 


ALL GEAB DK1VE 
2 RerprBfl 
2 Forward Speed* 


Free 
Demount ra- 


tion 


ROGER W. THOMA 
Gravely Sales and Service 
Jackson Ave. Ext. Call 2660-W 


Write for Catalog 


MODERN BUNGALOW FOR SALE 


If you want a really nice new home, this is It. Well located on 
Warren-Jamestown Road, only a few minutes drive from town.' 
(Large living room, very modern kitchen, 2 spacious bedrooms 
and lovely bath. 
Exceptionally large, deep, dry basement. 


Breezeway connects house to a larger than double garage with( 
overhead doors. 
You must see this home to appreciate the 


closet room and storage space.' Very "modern gas furnace. Two 
very large lots, well seeded and landscaped. Good tool shed for 
garden equipments, storm windows, etc. For complete details' 
call or see 


REDDING & MelNTYRE 


Wool worth Bldg. * 
Warren, Pa. 
Phone 2188-J 


DOUBLE HOUSE 


EAST SIDE 


Here is a home in an ideal loca- 
tion. This is a double house con- 
sisting of 6 rooms and bath on 
each side. Separate entrances. 
Sepai aU utilities. Storm win- 
dows. 
Each side of the home has a 
separate basement and gaa 
furnaces. 
This is a well built home and is 
ideal for one or two families. 
Shown by appointment any- 
time. 
Daugherty & Beers Ent. 


Warren Bank & Trust BlOg. 


Room 311 
Phone 12 


SEPTIC TANKS 


CLEANED REASONABLY 


Phone Russell 4042 


24 HR. SERVICE 


Warren Center Service 


Phone 1595 


VENETIAN BLINDS 


Cleaned. 
reKniHhcd. 
re-taped, re- 
corded. 
New Custom Made FLEX- 


ALUM Venetian Blind*. Free esti- 
Butea. 
SUPERIOR NOVELTIES 
Mark* St. Ext. 
Phon* 2379 


TOP SOIL 


FILL DIRT and GRADING 


R. L. YAEGLE 


Phono 217 


WANTED TO BUY 


Good Used Furniture 
TRADE-IN POST 


Penna. Ave.. W. at Walnut 


Open 1 • 5—4 * 9 
Call 313-R 


B L A C K TOP 


Deal with conffdtfic* 


: 
Local Dealer 


Call ZANDI 


4041 Sheffield 


HEW 


"DUTCH BOY- 
BLENDED FALNT 
Gtrti 1'oar Home ». 


Of tilt 
SJJMo 


SIMONSEN 


WALL PAPER & PAINT CO. 


Simones and Cook 


Riddle St. Ext. 
Phone 111-J 


Have Your Radio 


Repaired in Our Shop 


By Factory-Trointcl 


Exptrts Using the Latest 


Type Equipment 


Call 687 for Pick-up 


and Delivery 


TURNER 
RADIO SHOP 


Phent 687 


Liberty at Third 


FOR SALE 


H mil* from town—newly 
decorated home with at- 
tached garage. 
About 4 


acres of land $9,000.00. 


ALAN G. LOMR. Rep. 


WARREN REAL ESTATE 


t INVESTMENT CO. 


2S13 


R. G. DAWSON CO. 
LOANS 


"A Local Company 
Loaning Local Money 


To Local People" 
* 


Corner Liberty & Penna. 


Ave., W. 


Over Widmann & Teah 


Phone 155 


TRADE YOUR WORN 


UNSAFE TIRES 


an 


New ATLAS Tires 


O«t the best deal In town •» 
TIMMIS BROS. 


LIGHTHOUSE 


SERVICE STATION 


Phone 600 


For Real 


SUMMER COMFORT and 


WINTER PROTECTION 


THE BIST MY IB 


AIR SHADE AWN 


Home Equlomt'nt 
Phone S397-H 


TOP SOIL 


Concrete Sand and Gravel, 


F\\\ Dirt 


M. G. KJTEIJNGER 


Phone 194B-4 


IMPORTED GERMAN 


PEAT MOSS 
Sckipano Nursery Co. 
Phono 1871 
WarrM. Fa. 


atch 


"THIS IS 
LENNIE" 


for Him in tne 


Popular Magazines 


4dvertising 
LENNOX 


Heating Equipment 


Authorized Dealer 


Warren Sheet Metal 


Shop 


12 Clark St. 
Phone 1811 


If It's 


INSURANCE 


We Write It 


Everett H. Eddy Agency 


SEPTIC TANKS 


CLEANED 
Prompt Service 
PHONE 245-M 


NEW AERO WILLYS CARS 


4-Wheel Drive JEEPS 


HANNA MOTOR SALES 
Warren Pa. 
Tel. 1812 


CLASSIFIED ADS BRING QUICK RESULTS 


Monthly Blooming 


ROSES • 
ROSES 


» 


AH Kinds In Bloom. 
These Roses are potted for 


safer planting. This*is the only way to buy Roses. 
Over 50 different varieties. 


Tri-ogen 


Evergreens • 


- 
Rose Dust 


German Peat Moss 


Sckipano Nursery Co. 


Eddy St. 
Phone 1871 
j Worrtn, Pa. 


A Continuously Managed Investment Fund ... 
The securities held for investment by the leading investment 
trust funds and the industries which the securities represent are 
under continuous study . . . they are selected because they are 
considered to represent real value . . . and they are held or dis- 
posed of in accordance with the results of a continuing examin- 
ation of that value . . . whenever considered advisable, changea 
in investments are made . . . such changes always have signific- 
ance . . . their importance becomes apparent when security hold- 
Ings are observed over a period of >eaia . . . if a security is to 
prove a good value, the business which it represents must have 
able management, a profitable field for its operations and favor- 
able prospects for the future . . . the security, furthermore, must 
be available at a price which is attractive both in relation to 
prospective earnings and 1n relation to comparative values 
available in other securities ... an important objective of pro- 
fessional investment management is to endeavor to reduce error* 
to a minimum and to make the .more productive investments 
substantially outweigh the less, productive. 
When down town, drop into our office and receive a prospectus 
and additional information on any df the leading investment 
. trust funds. No charge and no obligation, of course. 


Meacham and Company 


Investment Securities 


Wan-en Bank and Trust Building 
Phone 1888 


FOR SALE 


North Warren—5 rooms, nine months old, owner leav- 
ing town, to be 'sold at much less than actual cost, G. I. 
loan application welcomed. 
ROBERT S. JOHNSON AGENCY, REAL ESTATE 


407 Warren Nat11 Bank Bldg. 
Phone 2959-J 


LOANS 


FOR THE MONEY YOU NEED 


—WHEN YOU NEED IT— 


', 


NOTE THE FACTS ABOUT OUR SERVICE 


• IT'S quick, courteous, confidential 
• IT'S conveniently located. 
, 


• IT'S Free of bothersome details. 
o IT'S a simple matter to repay your loan under 


our monthly budget plan. 


BORROW THE FRIENDLY WAY FROM THE 


BEACON LOAN CORP. 


219 Liberty St. 


Phone 3046 


Second Floor, Over Savoy 


Warren, Pa. 


ATTIC ROOM 


You can easily make an added room with our quality 
building materials. 
Beautiful Wall Planking, Ceiling 


Squares, Flooring. Call us for free material estimates. 


McMILLEN BUILDERS SUPPLY 


SHEFFIELD 
Phone 8701 


PERSONAL LOANS 


A small loan-to tide you over financial diffi- 


culties can be quickly and confidentially arranged. 
Call or stop in and discuss your problem. 
^, . 


WARREN LOAN CO. 


209 Penna. Ave., East 
. 
Phone 2237 


"Where I ft Alway* Easy fo Pork" 


SCHAEFFER ELECTRIC CO. 


118 PENNA. AYE., E. 


Mr. Fred Fenner from the 
Harry Alter Co., Chicago, 
now in charge of our Re- 
frigeration Service, both 
Commercial and Domestic 


Phone 1840 — For Prompt Service 


F O U R T E E N 
T I M E S - Ml R R O R . 
W E D N E S D A Y . JULY 
I t , 


Pittsburgh Jaycees 
Expect 10,000 Will 
Attend Aug. Game 
s 
" 


f foe really rough, roek-'em-and- 
•oek-'em football, It'a tough 
to 


but a lively high school game. But 
pick the top stars of 52 schools, 
an 175-200 pounders, divide them 
into to sectional 
teams—and 
a 


growd-pleasing brawl Is in the bag. 
* Anyway, no one has ever come 
§way disappointed from a Junior 
Chamber of Commerce "All Star" 
Football Game. And this year's 
Contest slated for August 14 in Mt 
Lebanon High 
School Stadium, 


Pittsburgh, promises to outdo even 
the four previous matches 


v Squared away are 26 Allegheny 
County stars against 26 stand-out 
players from Western Pennsylva- 
nia schools. Both squads will un- 
dergo Intensive training and prac- 
tice periods. 
" For sheer weight the Western 
Pennsylvania team compares with 
anything m college ball. From end 
to er>d, it can field a forward wal 
of 200 pounders, in the backfield, 
<too, the Western Pennsylvania lads 
have power For 
example, 192- 


-pound Ed Cipcic 
of 
Jefferson 


-Township. Joe Marconi, 205-pound- 
Xr from Bast Bethlehem who cros- 
»ed goal lines 13 "times last year, 
.and George Corey who led Am- 
Sridge High to a 40-0 win over 
Vandergrift last season with four 
^touchdowns In the aerial warfare 
•department, there's Bob Hoffman 
-at Farrell High who competed 12 
=of 22 passes, four for paydirt, 
jigainst Beaver Falls 
•^ Whatever section fans 
come 


''from, they'll find a player on the 
Seld to represent their 
district 


'And to stir up memories of last 
.season's scraps. 
- Aside from the football, there'll 
_6e a parade, two bands, a colorful 
-Jialf-tiine ceremony, and a covey 
15* "All Starlet" majorettes repre- 
3ienting the cutest baton twisters 
3*rf 52 high schools. 
E Aa in previous yean, proceeds 


be used by the Jaycees to pro- 


te their various district 
civic 


charitable projects. 
Attend- 


at the previous four 
tilts 


7-haB averaged around 10,000. 
",",. So all in all, the August 14 pro- 
9gram promises to be as thrilling 
J, mix-up of music, pageantry and 
^assorted football mayhem as never 


rocked Mt. Lebanon Stad- 


Girls in Circus Contribute Clown Ideas 


^ Nebraska haa more miles of 
Driver shore line than any other 
~state. 


LOU JACOBS. WORLD FAMOUS CLOWN, is shown above with 
Jean Sleeter, beautiful young aerialist with the Ringling Brothers 
and Barnum and Bailey circus, which shows here on Friday of this 
week under auspices of the Junior Chamber of Commerce of War- 
ren. 
Jacobs claims the girls in the circus, with their mention of new 


hair-dos and grotesque take-offs on women's fashions, contribute 
some of the best ideas for humor. Although the supply of $4 chair 
seats for the circus is now exhausted, other tickets still are avail- 
able at Kinnear's Store, 225 Liberty street. 


RUSSELL 


Russell—Recent guests of Mr 


and Mrs. Robert Haley were Mr. 
and Mrs. Percy Adams, Mr. and 
Mrs Herbert Gerhart, Frewsburg. 


Mr. and Mrs. Robert Haley and 


Frank Lounsbury called on Mr. 
and Mrs Edward Nelson and Mrs. 


Gussie Annia 
at 
Stow 
Sunday 


evening 


Mr and Mrs. 
Claud 
Perrigo 


have returned from 
Royal Oak, 


Mich , where they visited relatives 
over the weekend. 


Joyce Perrigo Is visiting her 


grandmother, Mrs. Maude Perrigo, 
at Salamanca. 


Corydon Township 
Supervisors Debate 


IMPORTANT! 


VETERANS 


IF you pay National Service Life Insurance premiums 
with cash or money order . . . 


— Please Note — 


t 


Veterans Administration anhounces that receipts for N.S.L.I. 
premium payments will be discontinued beginning August 
1, 1952. 


It is recommended that all such payments be made by check 
which, when cancelled by the bank and returned with a 
statement of your account, is valid proof of payment. 


ThriftiCheck 


low-cost, personal checking account available here, is the 
answer to the problem of paying ALL your bills. Safer than 
carrying cash and cheaper than the average money order 
fee, ThriftiCheck is handy day or night, at work or at home. 


ThriftiCheck 
Advantages: 


Your name printed on all checks without extra -^st: 
delivered at once, 
Start your account with any amount.' 
No fixed balance ever required. 
No charge for deposits; no monthly service charges. 
Only cost is 7% cents per check, sold in books of 20 
checks. 


Road Improvements 


Corydon — Road Improvement* 


were the main item under diK 
aion at the July meeting of Cory- 
don township auperviaora. Chair- 
man Frank «Hall presiding and all 
members in attendance. 


Another town meeting of the 


week wa« that of the board of 
education, where routine buuneaa 
was transacted. 


Mr. and Mrs. Keith Cox and son 


have returned to Washington, D. 
C, after a visit to the home of 
her parents, Mr. and Mr». Stanley 
Flatt. 


Joe Black, Clarence Luce and 


Clayton Swift returned recently 
from a fishing trip to Chautauqua 
Lake 


Mr. and Mrs. Lincoln Vanfiickel 


of Pittsburgh, have been among 
visitors of his parents. 


Judy Bernard, Buffalo, ia visit- 


ing at the home of her grandpar- 
ents, Mr. and Mrs. Marvin Russ. 


Mrs John Reid haa returned 


from a few days stay with Mrs 
Mary Kerwm in Warren. 


Mr. nad Mrs. A. C. Dysart and 


Margaret Reid visited in Bradford 
over the weekend. 


Mrs Lida Wilcox haa returned 


from Ene, where she visited the 
Leo Laughlm family. 


David Whyte, Jr, Bradford, is 


visiting at the home of Mr. and 
Mrs. L J Whyte 


Lena Schuler, Mrs. Bert Hatch 


and George Akers were 
recent 


Sane visitors. 


Mr. and Mrs. F. J. Keller, Km- 


zua, were visitors here during the 
weekend 


The James Bernard family of 


Buffalo are guests of Mr. and Mrs 
Marvin Russ 


Mr. and Mrs. L. J. Learn, Mr. 


and Mrs. P E Tome and family, 
spent Saturday and Sunday with 
:he Ed Neilsons and Mr. and Mrs. 
Charles Learn in Oil City. * 


Mrs B. M. Stoltz haa been vis- 


ting the C. C. Brownes in Bruin, 
and attending Butler camp meet- 
ngs. 


Mr. and Mrs Ralph 
Siggins, 


jakewood, O , were Mnoday insit- 
>rs of Lucia Browne. 


Mrs. Mary Kerwm, Warren, Is 


a guest of Mrs John Reid 


A number of locahtes attended 


the donkey ball game that drew a 
large crowd to Onoville Sunday. 


Mr. and Mrs. Harold 
Barrett 


have returned home after a visit 
at the Joe Cousins home. 


Jacob 
Schuler 
attended 
the 


street railway outing and dinner 
held Sunday in Irvine. 
r 


Mr. and Mrs Ray Rowan and 


family, were recent Brookville vis- 
itors. 


Mrs Ruble Day, who recently 


observed her 74th birthday anni- 
versary, wishes to thank all her 
friends and others for the many 
congratulatory messages sent her. 


Good for a|j cars, but 
to 9 ait of I 
all year 'round 


Esso Extra Gasoline 


LANDER 


Lander—The monthly meeting 


of the Girls' Missionary Society 
of Akeley was held in the form 
of a picnic at Bennle Anderson's 
camp at Fairbanks. President Rita 
Holt conducted the meeting and 
the leader, Mrs. Algot Lundgren, 
told about her trip 
to Canada. 


There were eight members and 
three visitors present. The next 
meeting will be held at the home 
of Dons Swanson. 


Sandra and Norma 
Dudgeon, 


Jamestown, spent last week with 
Mrs. Ernest Stanton. 


Mr. and Mrs. Carlyle Lown and 


children, Poughkeepsie, 
N. 
Y., 


spent last week with Mr. and Mrs 
Fred Lmdell 


Mr. and Mrs. Floyd 
Thomaa, 


Irvine, were Sunday guests of Mr. 
and Mrs. Paul Stanton. 


Mr. and Mrs Edward Foster and 


Many motorists believe that all flood gaso- 
lines are generally pretty much alike. But 
here are the facts as proved by industry- 
accepted road and laboratory tests! 


Esso Extra gives you a remarkable com- 


bination of qualities that will improve the 
all-year, all-around performance of 9 out of 
10 cars on the*road. 


We believe a trial will prove to you Esso 


Extra delivers results no other gasoline can 
—in full power, long mileage, high anti- 
knock, quick starting, fast engine warm-up, 
and protection against vapor-lock stalling. 


And while you're at your Esso Dealer's, 


there's certainly no better time to let him 
give your car a complete lubrication and 
careful check-up for the hot weather driving 
you'll be doing. 


* Esso Extra Gasoline is good for ALL can, but in 9 out of 10 it 


will give better all-around performance all year 'round than 
any other gatolina. Only a ear with an angina that'* poorly 
adjusted, badly worn, or on* with unusual compression char- 
acteristics nay be unable to use fully the many extra qualities 


, of this great gasoline. See your nearby Esso Dealer today I 


€sso 


i 


Quick Relief from 


Pile Irritation 


40 years ago a Buffalo druggist 


created an ointment to relieve itch- 
ing smarting piles. It brought such 
quick, cooling, soothing, astringent 
relief that its fame spread across 
the land making Peterson's Oint- 
ment a favorite in thousands of 
homes. Ask your druggist today 
for 40c box or 70c applicator tube. 
Peterson's Ointment delights or 
money back. 
adv. 


ESSO STANDARD OIL COMPANY 


COPR !•=*. ESSO INC. 


» L I A S I 
P R I V I 
C A R I F U L L Y . . . T H I 
L 1 F I . Y O U 
S A V E 
MAY 
Bl 
Y O U R 
O W N I 


TIMMIS BROS. LIGHTHOUSE SERVICE STATION 


Penna. Av«., E. 
Phone 600 


son, Steve, Stamford, Conn., spent 
a few days with 
Mr. and Mrs 


Glen Babcock. 


Mrs. Salome Huck, North War- 


ren, ia spending some time with 
her daughter, Mrs. Oswald, Gruber, 
and Mr. Gruber. 


Mrs. Fred Putnam 
and sons, 


Reynoldsville, spent a few days 
last week with Mr. and Mrs. Clair 
Putnam. 


Mr. and Mrs. Bert Strong, Mr. 


and Mrs. Clair Putnam and Mrs. 
Stella Cowles spent Sunday with 
Mr. and Mrs. Harold Cowles 
at 


Salamanca. 
' 


Recent guests of Mr. and Mrs 


Harry Ludwick were Mr and Mrs 
Gerald Mason, Mr. and Mrs. Frank 
Mason, Meadville. 


Mr. and Mrs. Mitchell Mahan 


and family spent a day at the pen- 
insula at Ene and also called ori 
Mr. and Mrs. Harrison Putnam. 


Mr. and Mrs. Harry B. Nelson, 


BARREN 


SECOND AVENUE AND 


LIBERTY STREET 


311 PENNSYLVANIA AVE. E. 


NATIONAL BANK 


MCMKR KKftAl HPOSIT 
INSURANCE CORPORATION 


WARREN 


•"WMR FIMMI. 
RESERVE STSTEM 


• 
SHEFFIELD 
• 
TIONESTA 
• 
TIDIOUTE 


L 


Child Health Center 


Bring Your Baby 
to be Weighed 
and Measured 
Thursday 


From 1 to 2 P. M. 


CITY BUILDING 


Mr. and Mrs. Harry, Ludwick and 
daugther, Carol, and Collette Man? 
gus of Warren attended the Grosch 
reunion. 


Weekend guests of Mr. and Mrs. 


Paul Rowland were Mr. and Mra. 
Robert Bacchetti and son, of Buf- 
falo. Sunday guests included Mr. 
and Mrs. Harry Sarvls and daugh-* 
ter. Sugar Grove. 


The Lander Sunshine Club held 


its annual picnic at the home Of 
Mrs. Paul Lmdell. Following the 
picnic dinner, a short 
business 


session was held with Mrs. Lin- 
dell presiding. The next meeting 
place wiQ be announced later. 


"Harbinger of spring" 
is the 


name of a plant 
(engenia bul- 


bosa). 


Snap Your 
Week-end Fun 
With 
The 


BROWNIE HAWKEYE 


CAMERA. 
Hash Model 


It's just aim and shoot 
for good snaps. Camera 


$7.20, inc. Fed. Tax; 


Flasholder, $3.39 


^^•a^a* A OM^BIBM 


Bairstow Studio 


221 Liberty Street 
—Eitabtithtd 1878— 


Warren. Pa. 


SERVICE 
THEIRCOMMUNfttET 


NEWSPPERBOYS 


f^^f^^^^^^^BB^H^^mmma^fa^maa*; n a;; mra^^Mamm »• m»n»»^™ 


^HOYS M-ms new three-cent stamp salutes your 


news^aperbofandlviU bTplaced on first day sale in Philadelphia 
on Oct. 4, which i> National Newspaperboys' Day. The initial 


printing order is lor 110.000.000 stamps. 


LESTER'S 
Shoe Sale 


I 


Stock Reducing Sale 


SAVE 
SAVE 


— AT — 


LESTER SHOE CO 


I 214 Libtrty Strttt 
Worrcii, ff. 


